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Marks USA Antimicrobial finish 
Peace of mind for your hardware application when protected against GERMS and MOLD using Stericoat AM. Marks USA antimicrobial finish is recommended for hospitals, assisted living facilities, schools and 
childcare facilities. Use Code - AM 


Lifetime Mechanical Limited Warranty: MARKS USA warrants that its products are free from defects in materials and workmanship. This warranty is limited to the lifetime of the door on which our lock is installed. In 
the event our product does not conform to this warranty, MARKS USA will repair or replace the product free of charge. This warranty does not cover defects or damage arising from improper 
installation, lack of or improper maintenance, improper storage, shipping and handling, ordinary wear and tear, misuse, abuse, accident, unauthorized service, or use with unauthorized non-MARKS products or parts. 
We reserve the right to make changes in materials, components or manufacturing methods. Liability under all warranties expressed or implied is limited to replacement of the defective goods. This 
warranty does not cover nor provide for the reimbursement or payment of incidental or consequential damages. Additionally, the company will not warrant ANSI A156.2 Grade 2 lever product installed in 
educational facilities and student housing. 

2 Year Electronic Limited Warranty: MARKS USA warrants to the original purchaser that its products are free from defects in materials and workmanship so long as they occupy the premises. 
In the event our product does not conform to this warranty, MARKS USA will repair or replace the product free of charge at its sole discretion. This warranty does not cover defects or damage 
arising from improper installation, lack of or improper maintenance, improper storage, shipping and handling, improper application or specification, ordinary wear and tear, misuse, abuse, 
accident, improper voltage, unauthorized service, or use with unauthorized non-MARKS products or parts. We reserve the right to make changes in materials, components or manufacturing 
methods. Liability under all warranties expressed or implied is limited to replacement of the defective goods. This warranty does not cover nor provide for the reimbursement or payment of 
incidental or consequential damages or any shipping charges related to exercising of this warranty. 

Lifetime Finish Limited Warranty: MARKS USA finishes with the suffix "E" indicate finishes which have a “PVD” coating. Locksets with the “ЗЕ” finish will be warranted to the original user against tarnishing as long 
as the user occupies the residential premises upon which the lockset was originally installed. Locksets with this finish, used in commercial applications will be limited to two years. This warranty does not cover 
scratches, abrasion, abused or misused products. Upon return of a defective product to Marks USA, we will, at our sole discretion, either replace the product or refund the purchase price in exchange for the product. 
Due to climatic conditions, chemical or abrasive actions, other finishes are excluded from this warranty. This warranty does not cover nor provide for the reimbursement or payment of incidental 
or consequential damages arising from the sale of the product. 

Terms & Conditions: 

TERMS: 1%-10, Net 30. 

FREIGHT: Prices аге Ғ.О.В. Amityville, New York. Freight allowed on shipments over $7500 net invoice value within Continental U.S. 

RETURNED GOODS: Goods may not be returned without a Returned Goods Authorization (RGA) and are subject to a restocking charge. RGA label must be on all cartons. 

MINIMUM CHARGE: Orders for less than $250 net invoice are subject to a $25 handling charge. 

MINIMUM SALES VOLUME: The company reserves the right to discontinue direct sales to any customer who does not meet the minimum annual sales requirements during any 12 month period. Minimum annual sales 
volume is determined on the basis of accepted orders during each applicable year. All orders are acknowledged. It is the customers responsibility to check accuracy of the acknowledgement when received. 
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DOOR THICKNESS - Required Information 


STANDARD DOOR THICKNESS RANGE: 
Р CENTER MOSS locksets: es | ‚ 
ШМЕ Cylindrical locksets: 1-5/8" through 1-7/8 OUTSIDE 
Ornamental locksets: 1" through 1-1/4" 
Tubular locksets: 1-3/8" through 1-3/4" 
Other door thickness: Consult factory 


| 


EE sse ed 


5195207] ƏSILIOW 


SPECIFY: 


Door thickness (A) 
Lock location (B) 


HANDING - Required Information All locksets supplied 1/2 (LH) and 1/2 (RH) unless otherwise specified 


(LHR) (RHR) 
Т. M ШЕ M LEFT HAND iiam HAND 
REVERSE REVERSE 


OUTSIDE OUTSIDE 


MOUNTS & DISPLAYS AVAILABLE, CONSULT FACTORY 


1RW78N/26D 1RR57N/15 5DR72FD/26 5RW96LF/26D-A21 


1PDN/32D 
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MonrisE Lock TRIM INFORMATION 


. . О 
. 2 е 
Inside Inside 
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HANDLESET TRIM 


Outside Outside Outside Outside Inside 
ENTRANCE ENTRANCE DUMMY TRIM HANDLE SET 
Cylinder/Turnpiece Double Cylinder Both Sides With Ext. & 
Int. Handle 
LEVERSET/KNOBSET TRIM 


Outside Inside 


Outside Inside Outside Inside 
ENTRANCE ENTRANCE OFFICE/CLASSROOM 
Cylinder/Turnpiece Double Cylinder 


Outside Inside 


Outside Inside Outside Inside 


PRIVACY EXTERIOR/PATIO DUMMY TRIM 
Both sides 
“Dummy cylinder optional (F17) 
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How То ORDER МОВТІ5Е LOCKSETS & HANDLESETS 


1. Select type of lockset. 
2. See corresponding pages in the catalogues for information regarding this type of lock. 
3. Create the part number for your lock by selecting the information from fields 1 through 6. 
Please note dummy trim is Series “0”. 

4. Options must be listed in Alpha - Numeric order. 
5. Note that if Part Number is over 15 characters, it becomes a special number with the option field *1. 

(Your options will then be listed separately.) 

Please note the standard (default) features of each lock - they do not need to be selected in the options section. 
. Please indicate keying detail or special instructions on each item ordered. 
. Door Templates are available on the website @ www.marksusa.com/support/templates 
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How To Order Example 
for Mortise Locksets 


How To Order Example 
for Rose Design Р 
Seri қ і : і uncti Sear 


Example for 
Handlesets : ) l | 
| і і і Marks Function eo 


How To Order Example EM 
for Ornamental Iron " 
SC Marks Function SC ous 


How To Order Example 


for Mortise Lock Bodies " 
Marks Function SC 
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How То ORDER МОВТІ5Е LOCKSETS & HANDLESETS 
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E 
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SERIES KNOB/LEVER 


Dumny Trim 0 DESIGN 
Dummy Trim Handlesets Only 00 
Mortise Locks 4, 45, 5, 55, 6, 7, 8, 9 


4 MORTISE FUNCTIONS (cont'd) 


KEYED DOUBLE CYLINDER, 
NO DEADBOLT ANSI # 


ENTRANCE F09 
INTRUDER LATCHBOLT F32 
CLASSROOM SECURITY 
CLASSROOM SECURITY w/HOLDBACK 
DESIGN INSTITUTION F30 
Stanhope KEYED DOUBLE CYLINDER, 
Madison WITH DEADBOLT ANSI # 
DESIGN Brompton ENTRANCE ЕЗ5 
ВА Мопасо STOREROOM F14 
CB Towne INTRUDER DEADBOLT ЕЗ4 
CL Maxwell DORMITORY F11 
CP Omni DORMITORY F33 
CR Plaza STOREROOM F25 
DR Dayton ANSI # 
DV Crescent PASSAGE F01 
HR American BATHROOM F02 
MA Titan PRIVACY F19 
« | / ` MORTISE FUNCTIONS ibas ie 
DUMMY TRIM ANSI # 


SÉ MARKS FUNCTION: DUMMY TRIM INSIDE 
KEYED SINGLE CYLINDER, 
DESIGN | |NO DEADBOLT DUMMY TRIM OUTSIDE 
FULL DUMMY TRIM 


OFFICE/VEST. 


Round, wrought 
Ball, wrought 
Ball, forged 
Eclipse, forged 


Mortise Deadlocks 31, 2,3 


2 PLATES/ROSES/HANDLESETS 


Rose with ring 2-9/16" dia. 


Plain rose 2-9/16" dia. 

Small rose with ring 2-1/4" dia. 
Small rose 2-1/4" dia. 

Square rose 2-9/16" square 


VESTIBULE 
OFFICE 
STOREROOM 
EXIT 


CLASSROOM 
HANDLESETS — . DESIGN ` HOSPITAL 
CB HOSPITAL 
CR INST PRIVACY 
GC STOREROOM 
GE STOREROOM 
HR ELECTRICALLY LOCKED 
MA ELECTRICALLY UNLOCKED 
GM KEYED SINGLE CYLINDER, 
NE WITH DEADBOLT ANSI # 
PO ENTRANCE F08, F10 
TN ENTRANCE F21 
GT DORMITORY F12 
CT DORMITORY 
WT DORMITORY F13 
APARTMENT F20 
HOTEL F15 
SPECIAL PRIVACY 
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How То ORDER МОВТІ5Е LockseTs & HANDLESETS 


FINISH FINISH DESIGNATIONS 
ANSI£ |5рій Finish Designation 


= 
о 
= 
e 
Ф 
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° 
о 
> 
Ф 
о 
E 
a 


Polished Brass, Clear Coated 605 Marks USA Antimicrobial finish - Code: AM 


Polished Brass “PVD” 605E 
Satin Brass, Clear Coated 606. 606E Split Finish: Exterior one finish/interior one finish 


609, 609E designate by an “X” 


Antique Brass, Clear Coated 
Satin Bronze “PVD” 612E Ex: 4TN57A/3Ex15-F3 

Satin Bronze, Clear Coated 612 Exterior trim 3E Interior Trim US 15 
Dark Bronze, Clear Coated 613E 
Bright Nickel Plating, Clear Coated 614 
Satin Nickel 619, 619E EPIS 
Flat Black, Powder Coated 622, воде |Combinalion Finish: 

Dark Oxidized Statuary Bronze, Clear Coated 624 Alternating different finishes on 
Polished Chrome, Plated 625 same side of trim designate by 
Satin Chrome, Plated 626 a 7 between finishes 

Satin Chrome, Powder Coat 626E Ex: 4TN57A/3E/15-F3 

Polished Stainless Steel 629 Exterior and Interior trim 3E 

Satin Stainless Steel 630 US 15 cylinder, turnpiece & lever. 


Combination Finish Designation 


OPTIONS 


LOCK FRONT CODE PRICE |DOOR THICKNESS PRICE 
1-1/16" x 5-5/8" 27 50 mm (2") D1 NC 
1-1/16" x 7-5/8" 23 57 mm (2-1/4") D2 44 
1-1/4" x 10" 99 60 mm (2-3/8") D3 44 
1" x 7-3/4" 23 1-3/4" D4 NC 
1" x 7-1/8" NC 1-3/8" D5 NC 
1-1/4" x 8" 23 1" to 1-1/4" D6 NC 
1-1/4" x 8-5/8" 99 63.5 mm (2-1/2") D10 71 
1-1/16" x 8" 23 75 mm (2!) D11 90 
TRIM MODIFICATIONS CODE PRICE |72 mm (2-13/16") D12 90 
Tactile knob/lever, coated ext. only А1 54 LATCH CODE PRICE 
Emergency coinkey A2 28 Solid latch E1 18 


Tamper-proof screws A3 10 Hold open latch E2 35 
Tactile knob/lever, knurled A4 54 Auxiliary latch E3 35 


Handicapped turnpiece A5 18 TRIM CHANGES CODE PRICE 


Hotel indicator A6 44 А А 
Mushroom knob interior А9 4 Lead lined mortise А ud 


Engraved A11 71 Lead lined cylindrical F1 133 
Concealed cylinder A12 Large inside plate F2 35 
Dummy trim sub-assembly A13 Less inside trim** F4 NC 
Coinkey w/ escutcheon plate A14 Less outside trim** F5 NC 
Coinkey w/ rose A15 Adjustable spring collars F10 4 
Occupancy Indicator A17 Less outside knob/lever F16 - 
Tactile knob/lever, coated ext. & int. A18 Dummy cylinder Е17 44 
“Tear Drop” occupancy Indicator A21 Less outside trim w/custom escutcheon* F18 NC 
Crescent Lever A22 CYLINDER CODE PRICE 
Square Trim A23 IC core housing - 7 Pin G1 NC 


Plaza Lever A26 Special optional keyway G2 35 
Rose Engraved "LOCKED" for DB Function А27 20 Less cylinder G3 Deduct 15 


Engraved and Filled A30 81 Marks “A” keyway G4 14 
LOCK BODY CODE РНІСЕ |ІС Core housing w/9271 collar - 6 Pin G6 NC 
Lever override guard - outside* B1 44 IC Core housing Schlage large format 

Lever override guard - both sides* B2 62 (FOR MORTISE ONLY) G7 NC 
Hardened pins - deadbolt B3 18 ELECTRIFIED CODE PRICE 
Lever springs B4 18 Electrically Locked (EL) H9 

Pin and lever springs B5 35 Electrically Unlocked (EU) H10 


Hollow spacer B6 18 STRIKE CODE PRICE 
8 mm hubs on square B7 18 reicht lio site e 3 ight lio stik 
Turnpiece hub on square B8 10 I pse 


With deadbolt B9 q8 | Strike with 2" lip ` f 
* Not available in CP plate design. 


** Consult factory before ordering. 
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BARRIER Puate Droen ВА 
V ANSI-A156.13 е Grade 1 Series 5 • 2-3/4" Backset 
3 Hour Fire Rating Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 
* Thru-bolted screwless knob/lever plate assemblies 
• Independent spring loaded captivated spindles 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 82, 83, 86, 92, 96 
° Lever support springs 
° Lock front: 1-1/4" x 8" 
* Dimensions: Ext: 10-1/8" H x 4" W, Int: 10-3/4" H x 4" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


 АМБНОВОШ 
СЕТИ БИИ БСГ | ж  [ ш | 


KEYED SINGLE CYLINDER, МО DEADBOLT 


OFFICE VEST. 

VESTIBULE 

OFFICE F04 

STOREROOM F07 484 517 
CLASSROOM F05 

HOSPITAL F06 

INSTIT. PRIVACY F26 


GL 
EL ELECTRICALLY LOCKED 797 
EU ELECTRICALLY UNLOCKED 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


A ENTRANCE F08, F10 
B ENTRANCE F21 

F DORMITORY F12 
FS DORMITORY 

FW DORMITORY F13 
FD 

H 

LH 


APARTMENT 
HOTEL 
SPECIAL PRIVACY 


KEYED DOUBLE CYLINDER, NO DEADBOLT 


G APARTMENT 

GC INTRUDER LATCHBOLT 

GG CLASSROOM SECURITY 

GR CLASSROOM SECURITY w/HOLDBACK 
W INSTITUTIONAL 


KEYED DOUBLE CYLINDER, WITH DEADBOLT 


AC ENTRANCE 

C STOREROOM 

FC INTRUDER DEADBOLT 
FA DORMITORY 

FX DORMITORY 


KEYLESS 
N uem TO | 3 | | 
L BATHROOM F02 

LJ F22 

ES de omo 
DUMMY TRIM 

DUMMY TRIM INSIDE 
br unpu i | % | 9 | 


KNOBS & LEVERS АНЕ PACKED 6 PER САЗЕ 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Round Knob 10 
Ball Knob 20 


Plaza Lever 82 
Specify handing 


= 


Dayton Lever 83 
Specify handing 


WT 


Crescent Lever 86 


Ww 


American Lever 92 


Titan Lever 96 
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Mortise Locksets 


ANSI-A156.13 е Grade 1 OC, Series 5 • 2-3/4" Backset 
ВНМА Е НМА ED 3 Hour Fire Rating Ka Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 
° Thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52. 55, 57 
А , 3 
° Lever support springs 72, 77, 78, 82, 


° Lock front: 1-1/4" x 8" 83, 86, 92, 96 
* Dimensions: СС 


Ext: 10-1/2" Н x 2-3/4" W, Int: 10-1/2" Н x 2-3/4" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 
° Thickness: 1/8" 


names | mme we] es [къз — 


KEYED SINGLE CYLINDER, NO DEADBOLT 


HOSPITAL 
INSTIT. PRIVACY 


ELECTRICALLY LOCKED 
= =O 
KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE F08, F10 

ENTRANCE F21 

DORMITORY F12 

DORMITORY 

DORMITORY F13 

APARTMENT 

HOTEL 

SPECIAL PRIVACY 
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APARTMENT 

INTRUDER LATCHBOLT 

CLASSROOM SECURITY 

CLASSROOM SECURITY w/HOLDBACK 
INSTITUTIONAL 


ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


BATHROOM 

PRIVACY 

DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 


FULLY DUMMY 


EYLESS 


DUMMY TRIM 


KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish * Special finishes, consult factory 
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CAMBRIDGE Puate Droen СВ 
Series 7 е 2-3/4" Backset 


Standard Features KNOBS LEVERS 


° Thru-bolted screwless knob/lever plate assemblies 

° Independent spring loaded captivated spindles 44, 52, 55, 57, 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 72, 77, 78, 82, 
° Lever support springs 83, 86, 92, 96 
* Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 

° Dimensions: Ext: 10-1/2" H x 2-3/4" W, Int: 10-1/2" H x 2-3/4" W 

° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


бз | a mmm Yi: 


KEYED SINGLE CYLINDER, NO DEADBOLT 


OFFICE VEST. 
шн” | | | ж | % | 
EYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 
DORMITORY 
DORMITORY F13 


EYED DOUBLE CYLINDER, WITH DEADBOLT 


ENTRANCE F35 
STOREROOM F14 
DORMITORY F33 
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F01 
BATHROOM F02 
LF PRIVACY F19 


DUMMY TRIM 


DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 


п [FULLY DUMMY ү | 5% | cd 
KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish * Special finishes, consult factory 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 
Specify handing 
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* ANSI-A156.13 ° Grade 1 Series 5 * 2-3/4" Backset 
3 Hour Fire Rating Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 
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* Thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 
* Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 82, 83, 86, 


* Lever support springs 72, 77, 78, 82, 92. 96 
* Lock front: 1-1/4" x 8" 83, 86, 92, 96 1 


° Dimensions: Ext: 8" H x 2-1/2" W, Int: 8" H x 2-1/2" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 
* Height: 7/32" 


MARG: FUNCTION мв — | 335108280 | эт [з 106,108, 32.520 | 


KEYED SINGLE CYLINDER, NO DEADBOLT 


ELECTRICALLY LOCKED 
ELECTRICALLY UNLOCKED 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE F08, F10 

ENTRANCE Е21 

DORMITORY F12 537 567 
DORMITORY 

DORMITORY F13 


APARTMENT 
HOTEL 587 
SPECIAL PRIVACY 
; 
APARTMENT F09 
INTRUDER LATCHBOLT F32 
CLASSROOM SECURITY 
CLASSROOM SECURITY w/HOLDBACK 
INSTITUTIONAL F30 
р 
ЕМТВАМСЕ 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


BATHROOM 
ре ee fe |= — 
PRIVACY 
ie 
DUMMY TRIM 
DUMMY TRIM INSIDE 
o oc LL |в | ж= |ж | 
Ы unpu П m | s 1%. 


KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes аге priced at the highest design and/or finish * Special finishes, consult factory 
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CLASSIC Puate Drsen CL 


ANSI-A156.13 * Grade 2 22 4. 


Series 9 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 


* Thru-bolted screwless knob/lever plate assemblies 

. Independent spring loaded captivated spindles 44, 52, 55, 57, 
° Reversible mortise lock 2-1/2" or 2-3/4" backset i 72, 77, 78, 82, 
° Lever support springs 83, 86, 92, 96 
° Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 

* Dimensions: Ext: 8" H x 2-1/2" W, Int: 8" H x 2-1/2" W 

* Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


FUNCTION [ ANS; [зв | — 320 | 10E, 108, 260] 3290 


KEYED SINGLE CYLINDER, NO DEADBOLT 


D OFFICE VEST. 
DW VESTIBULE 


EYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE F08, F10 

ENTRANCE F21 

DORMITORY F12 507 537 
DORMITORY 

DORMITORY F13 


J 
ENTRANCE F35 
STOREROOM F14 
DORMITORY F33 
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Gs TRIM 


DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 
wo povo E Lo | z | s | 39 — 


KNOBS & LEVERS ARE PACKED 6 PER CASE, 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Monaco Lever 57 


Dayton Lever 83 
Specify handing 
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ANSI-A156.13 ° Grade 1 OC, Series 5 • 2-3/4" Backset 
BHMA СЕНТІРІЕГІ НМА FIED 3 Hour Fire Rating m Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 


* Thru-bolted screwless knob/lever plate assemblies 
• Independent spring loaded captivated spindles 
* Reversible mortise lock 2-1/2" or 2-3/4" backset 
* Lever support springs 44, 52, 55, 57, 82, 83, 86, 
° Lock front: 1-1/4" x 8" 72, 77, 78, 82, 92 96 
° Dimensions: 83, 86, 92, 96 : 
Ext: 8-1/2" H x 2-3/4" W, Int: 8-1/2" H x 2-3/4" W 
• Cylinder: MARKS "C" keyway, 6 pin w/ 2 keys 
* Concealed 5 pin cylinder (option A12) 


Was? FUNCTION лы | эв | 5 ‘| 36,106,108 | зш — 


KEYED SINGLE CYLINDER, МО DEADBOLT 


HOSPITAL 
INSTIT. PRIVACY 


ELECTRICALLY LOCKED 
ELECTRICALLY UNLOCKED 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE , 

ЕМТВАМСЕ 

DORMITORY 679 679 
DORMITORY 

DORMITORY 


APARTMENT 

HOTEL 700 700 
APARTMENT F09 

INTRUDER LATCHBOLT F32 

CLASSROOM SECURITY 709 709 
CLASSROOM SECURITY wHOLDBACK 

INSTITUTIONAL F30 

ENTRANCE 

STOREROOM 

INTRUDER DEADBOLT 709 709 
DORMITORY 

DORMITORY 


BATHROOM 
= — [E[ 9 [9 [9 1 9— 
PRIVACY 
RR uj _=_| = | = | | 
DUMMY TRIM 
DUMMY TRIM INSIDE 
po asaz | | | = | ж | ж | 
wo up — ë | | # | 2 | s | s | 


KNOBS & LEVERS ARE PACKED 6 PER CASE, 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish * Special finishes, consult factory 
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CAPITOL Puate DrsicN CP 
Series 7 е 2-3/4" Backset 
2. 


Standard Features KNOBS LEVERS 
° Thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 44, 52, 55, 57, 
° Reversible mortise lock 2-1/2" or 2-3/4" backset ° Lever support springs 72, 77, 78, 82, 82, 83, 86, 
* Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 83, 86, 92, 96 92, 96 
* Dimensions: Ext: 8-1/2" H x 2-3/4" W, Int: 8-1/2" H x 2-3/4" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 
° Concealed 5 pin cylinder (option A12) 


2 22222222 PHNSHGROPS — —— 
Weer | АСТОН | ANSIF | 36:08 | 320 | 9,105,105] 90 | 


KEYED SINGLE CYLINDER, NO DEADBOLT 


D OFFICE VEST. 
DW VESTIBULE 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


F08, F10 
F21 
DORMITORY F12 648 648 
DORMITORY 
DORMITORY F13 


ENTRANCE F35 
STOREROOM F14 677 677 
EYLESS 
ees ннен кенінен 


ВАТННООМ 
PRIVACY Е 


ous TRIM 


DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 
wo povo — Ó] jJ 
-—-— — & LEVERS ARE m — — 6 zm UE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish * Special finishes, consult factory 


Monaco Lever 57 


Dayton Lever 83 
Specify handing 
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CROWN Puate Desien CR 
№ ANSI-A156.13 ° Grade 1 Series 5 • 2-3/4" Backset 


Standard Features KNOBS LEVERS 


° Thru-bolted screwless knob/lever plate assemblies 

* Independent spring loaded captivated spindles 

° Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
* Lever support springs * Lock front: 1-1/4" x 8" 72, 77, 78, 82, 
* Dimensions: Ext: 8-1/2" H x 2" W, Int: 8-1/2" H x 2" W 83. 86, 92. 96 
° Cylinder: MARKS “С” keyway, 6 ріп w/ 2 keys Sé 

° Concealed 5 ріп cylinder (option А12) 

° Height: 13/32" 


10, 10B, 10E, 10B, 10E, 10B, 


KEYED SINGLE CYLINDER, NO DEADBOLT 


ELECTRICALLY LOCKED 
t Emme | Is|=]=]=]= а 
KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE 

ENTRANCE 

DORMITORY 

DORMITORY 


DORMITORY 


FS 

FW 

FD APARTMENT 

H HOTEL 

LH SPECIAL PRIVACY 


KEYED DOUBLE CYLINDER, NO DEADBOLT 


G APARTMENT 

GG INTRUDER LATCHBOLT 

GG CLASSROOM SECURITY 

GR CLASSROOM SECURITY wHOLDBACK 
W INSTITUTIONAL 


KEYED DOUBLE CYLINDER, WITH DEADBOLT 
ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


LJ PRIVACY 
DUMMY TRIM 


DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 


FULLY DUMMY 


= 
[>] 
= 
Ф 
Ф 
= 
Q 
© 
ж 
Ф 
Ф 
2 
[7] 


KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish ° Special finishes, consult factory 
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CROWN Puate DrsicN CR 


Standard Features KNOBS LEVERS 
° Thru-bolted screwless knob/lever plate 
° Independent spring loaded captivated spindles 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
° Lever support springs 72, 77, 78, 82, 
* Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 83, 86, 92, 96 
° Dimensions: Ext: 8-1/2" H x 2" W, Int: 8-1/2" H x 2" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


10, 10B, 10Е, 10В, 10Е, 10В, 
KEYED SINGLE CYLINDER, МО DEADBOLT 
OFFICE VEST. 
pw m [| [s | s | s | we | вт | er | е | 
EYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 547 572 608 
DORMITORY 
ENTRANCE F35 
STOREROOM F14 575 688 688 
DORMITORY F33 


ous TRIM 


DUMMY TRIM INSIDE 

DUMMY TRIM OUTSIDE 
pr uuv O | | m [| s [s | 39 | 
KNOBS & LE wm ARE wm 6 PER шош 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Eclipse Knob 60 


Monaco Lever 57 


Dayton Lever 83 
Specify handing 
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DRAKE Pate Droen DR 
i ANSI-A156.13 ° Grade 1 Series 5 * 2-3/4" Backset 
3 Hour Fire Rating Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 


° Thru-bolted screwless knob/lever plate 
* Independent spring loaded captivated spindles 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 


° 1. ШШ 72, 77, 78, 82, 
* Lock front: 1-1/4" x 8" 

° Dimensions: Ext: 11" H x 2-1/2" W, Int: 11" H x 2-1/2" W 83, 86, 32, 36 
* Cylinder: MARKS "C" keyway, 6 pin w/ 2 keys 

e Concealed 5 pin cylinder (option A12) 

e Height: 13/32" • Square Edges 


10, 10B, 10E, 10B, 10E, 10B, 


KEYED SINGLE CYLINDER, NO DEADBOLT 


OFFICE VEST. 
VESTIBULE 
OFFICE 
STOREROOM 
CLASSROOM 
HOSPITAL 
INSTIT. PRIVACY 


ELECTRICALLY LOCKED 
ELECTRICALLY UNLOCKED 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE , 

ЕМТВАМСЕ 

DORMITORY 672 697 725 750 750 
DORMITORY 

DORMITORY 


APARTMENT 

HOTEL 717 745 770 770 
SPECIAL PRIVACY 

APARTMENT F09 

INTRUDER LATCHBOLT F32 

CLASSROOM SECURITY 689 700 725 753 778 778 
CLASSROOM SECURITY wHOLDBACK 

INSTITUTIONAL F30 

ENTRANCE 

STOREROOM 

INTRUDER DEADBOLT 689 700 725 753 778 778 
DORMITORY 

DORMITORY 


Peso | Fr ] s | s | sr | s | вн | оз | өз | 
BATHROOM 

сут" "|"|“|=|"|”_ 
PRIVACY 

EXIT 

DUMMY TRIM INSIDE 

DUMMY TRIM OUTSIDE 

= = ——— 


E & LEVERS АНЕ PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


= 
[>] 
= 
Ф 
Ф 
= 
Q 
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DUMMY TRIM 
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DRAKE Puare Desicn DR 
š 


Standard Features KNOBS LEVERS 
° Thru-bolted screwless knob/lever plate 
° Independent spring loaded captivated spindles 
* Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
* Lever support springs 72, 77, 78, 82, 
° Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 83, 86, 92, 96 
° Dimensions: Ext: 11" H x 2-1/2" W, Int: 11" H x 2-1/2" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


10, 10B, 10E, 10B, 10E, 10B, 
KEYED SINGLE CYLINDER, NO DEADBOLT 

OFFICE VEST. 

EYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 667 720 720 
DORMITORY 

, 

ENTRANCE F35 
STOREROOM F14 670 723 748 748 
DORMITORY F33 

EYLESS 


Ен _ р Ce 


BATHROOM 
PRIVACY Fl 


— TRIM 


DUMMY TRIM INSIDE 
-e 
pr СТУС | — 59 — 

— & LE — ARE — 6 PER --- 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Eclipse Knob 60 


о 


Мопасо Lever 57 


Dayton Lever 83 
Specify handing 
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DAVOS Puate Desicn DV 


BHMA ANSI-A156.13 е Grade 1 Or Series 5 е 2-3/4" Backset 
3 Hour Fire Rating TED Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 


= 
[>] 
= 
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Ф 
= 
Q 
© 
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Ф 
2 
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* Thru-bolted screwless knob/lever plate 

° Independent spring loaded captivated spindles 

* Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
° ee n 72, 71, 78, 82, 
° Lock front: 1-1/4" x 8" 

• Dimensions: Ext: 11" H x 2-1/2" W, Int: 11" H х 2-1/2" W 89, 80; 92, 36 
° Cylinder: MARKS “C” keyway, 6 pin w/ 2 keys 


° Concealed 5 pin cylinder (option A12) 
° Height: 13/32" » Bevel Edges 


10, 10B, 10E, 10B, 10E, 10B, 


KEYED SINGLE CYLINDER, NO DEADBOLT 


HOSPITAL 
INSTIT. PRIVACY 


ELECTRICALLY LOCKED 
= - "ЕЕ БЕКЛЕЛЕЛЕЛЕЛЕЛЕД 
KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE F08, F10 

ENTRANCE F21 

DORMITORY F12 

DORMITORY 

DORMITORY F13 

APARTMENT 

HOTEL 

SPECIAL PRIVACY 


APARTMENT 

INTRUDER LATCHBOLT 

CLASSROOM SECURITY 

CLASSROOM SECURITY wHOLDBACK 
INSTITUTIONAL 


ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


pese [ҥш [ав | 
BATHROOM 
н н m|= ce 
PRIVACY 
к cca 38 ee [ml m |= 
DUMMY TRIM 

DUMMY TRIM OUTSIDE 

Soa |__| eo | # [6% | 

KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


EYLESS 
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DAVOS Put Desicn DV 
Series 7 е 2-3/4" Backset 
eg 


Standard Features КМОВ5 LEVERS 


° Thru-bolted screwless knob/lever plate 

° Independent spring loaded captivated spindles 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
* Lever support springs T2, TT, 78, 82, 
* Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 83, 86, 92, 96 
* Dimensions: Ext: 11" H x 2-1/2" W, Int: 11" H x 2-1/2" W 

° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 

° Concealed 5 pin cylinder (option A12) 


10, 10B, 10E, 10B, 10E, 10B, 


KEYED SINGLE CYLINDER, NO DEADBOLT 


D OFFICE VEST. 
ТГ 


ЕҮЕР SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE F08, F10 
ENTRANCE 
DORMITORY 702 727 755 780 780 
DORMITORY 
ENTRANCE F35 
STOREROOM F14 719 730 755 783 808 808 
DORMITORY F33 
BATHROOM 
PRIVACY Ет 


BOW TRIM 


-e 

DUMMY TRIM OUTSIDE 

wo — JRuvmww ^ — — —] [ vu | m 
——— & LE = ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Eclipse Knob 60 


4% 


Monaco Lever 57 


Dayton Lever 83 
Specify handing 
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Mortise Locksets 


ANSI-A156.13 ° Grade 1 (ID. Series 5 ° 2-3/4" Backset 
BHMA BHMA FIED 3 Hour Fire Rating USTED Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 


* Thru-bolted screwless knob/lever plate assemblies 
* Independent spring loaded captivated spindles 

* Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
* Lever support springs 72, 77, 78, 82, 
° Lock front: 1-1/4" x 8" 83, 86, 92, 96 
* Dimensions: Ext: 10" H x 2-3/4" W, Int: 10" H x 2-3/4" W 

° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 

° Height: 13/32" 


Он 
maer | en Гане жаб | жаз | 


KEYED SINGLE CYLINDER, МО DEADBOLT 


HOSPITAL 
INSTIT. PRIVACY 


ELECTRICALLY LOCKED 1021 
ELECTRICALLY UNLOCKED 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE F08, F10 

ENTRANCE Е21 

DORMITORY F12 736 768 
DORMITORY 

DORMITORY F13 


APARTMENT 
HOTEL 757 789 
SPECIAL PRIVACY 


APARTMENT 

INTRUDER LATCHBOLT 

CLASSROOM SECURITY 

CLASSROOM SECURITY w/HOLDBACK 
INSTITUTIONAL 


= 
° 
= 
Ф 
Ф 
= 
° 
© 
ж 
Ф 
br 
2 
[7] 


ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


KEYLESS 


M Tee ëo] œ | 6 | 
BATHROOM F02 
LJ PRIVACY F22 
DUMMY TRIM INSIDE 
E | | "| ж, 
äm 


serge & LEVERS ARE Seege 6 PER CASE| 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
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HERITAGE Puate Desicn HR 
Series 7 ° 2-3/4" Backset 
З EA 


Standard Features KNOBS LEVERS 
° Thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 44, 52, 55, 57, 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 72, 77, 78, 82, 
° Lever support springs 83, 86, 92, 96 
° Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 
° Dimensions: Ext: 10-1/2" H x 2-3/4" W, Int: 10-1/2" H x 2-3/4" W 
* Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys | FINSHGROPS ë — | 
CT FUNCIN | ANS& жаз [звал | 


KEYED SINGLE CYLINDER, NO DEADBOLT 


D OFFICE VEST. 

KEYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE F08, F10 
ENTRANCE Е21 
DORMITORY F12 
DORMITORY 
DORMITORY F13 


KEYED DOUBLE CYLINDER, WITH DEADBOLT 


AC ENTRANCE F35 
C STOREROOM F14 734 765 
FX DORMITORY F33 


Q 
i 
Ф 
e 
X 
[5] 
° 
=I 
Ф 
@ 
= 
= 
О 
> 


KEYLESS 
N PASSAGE рер | 6 | 
L BATHROOM F02 
DUMMY TRIM 
DUMMY TRIM INSIDE 317 
DUMMY TRIM OUTSIDE 
pr poom OO ML 89 [ —% — 
KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 Titan Lever 96 
Specify handing 


FOR ADDITIONAL DESIGNS, ASK FOR THE CUSTOM LOCK DIVISION CATALOG OR VISIT OUR WEBSITE @ WWW.MARKSUSA.COM 25 
631-225-5400 ° 1-800-526-0233 • Fax 631-225-6136 “(02012 MARKS USA 


ANSI-A156.13 ° Grade 1 OC, Series 5 * 2-3/4" Backset 
BHMA Е НМА ED 3 Hour Fire Rating шта Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 
° Thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 
* Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
* Lever support springs 72, 77, 78, 82, 
° Lock front: 1-1/4" x 8" 83, 86, 92, 96 
° Dimensions: Ext: 10-1/2" H x 2-5/32" W, Int: 10-1/2" H x 2-5/32" W 
* Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 
* Height: 13/32" 


FUNCTION ыз] seas [ звав __ 


KEYED SINGLE CYLINDER, NO DEADBOLT 


OFFICE VEST. 
VESTIBULE 
OFFICE 
STOREROOM 
CLASSROOM 
HOSPITAL 
INSTIT. PRIVACY 


ELECTRICALLY LOCKED 1021 
ELECTRICALLY UNLOCKED 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE F08, F10 

ENTRANCE F21 

DORMITORY F12 736 768 
DORMITORY 

DORMITORY F13 


APARTMENT 
HOTEL 
SPECIAL PRIVACY 


= 
° 
= 
= 
e 
Ф 
rc 
° 
о 
A 
[92] 
Ф 
= 
(2) 


APARTMENT 

INTRUDER LATCHBOLT 

CLASSROOM SECURITY 

CLASSROOM SECURITY w/HOLDBACK 
INSTITUTIONAL 


ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


е рв | 6 _ 
ВАТНВООМ F02 

EXIT F31 

DUMMY TRIM INSIDE 
| —] 
KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish e Special finishes, consult factory 


EYLESS 


DUMMY TRIM 
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MADISON Par Desicn MA 
Series 7 е 2-3/4" Backset 
RE 


Standard Features KNOBS LEVERS 
* Thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 
„ |° Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
* Je Lever support springs 72, 77, 78, 82, 
° Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 83, 86, 92, 96 
* Dimensions: Ext: 10-1/2" H x 2-5/32" W, Int: 10-1/2" H x 2-5/32" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 
+ Height: 13/82" ___FINSHGROUPS — 
FUNCTION ГАН |  3E&i5 | зға | 


KEYED SINGLE CYLINDER, МО DEADBOLT 


OFFICE VEST. 

KEYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 
DORMITORY 
DORMITORY F13 


KEYED DOUBLE CYLINDER, WITH DEADBOLT 


AC ENTRANCE F35 
C STOREROOM F14 734 765 
FX DORMITORY F33 


N 
L 
° 
[7] 
x 
[5] 
o 
| 
o 
@ 
= 
[e] 
= 


KEYLESS 


u; s 
BATHROOM 

ро Le | ® | ж | 

e [тшнк —— | | т | > | 
DUMMY TRIM OUTSIDE 

Dr povo O ë  [ % | 5 _ 


KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 | Titan Lever 96 
Specify handing 
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ANSI-A156.13 е Grade 1 Series 5 2-3/4" Backset 
ВНМА CERTIFIED] HMA ED 3 Hour Fire Rating igi OF Series 55% 2-1/2" Backset 


Standard Features KNOBS LEVERS 
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= 
D 
Ф 
ЕЕ 
° 
© 
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br 
2 
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* Thru-bolted screwless knob/lever plate assemblies 

° Independent spring loaded captivated spindles 44, 52, 55, 57, 

* Reversible mortise lock 2-1/2" or 2-3/4" backset 72. 77. 78, 82 
, 


° Lever support springs 

* Lock front: 1-1/4" x 8" 83, 86, 92, 96 
° Dimensions: Ext: 10" H x 2-15/16" W, Int: 10" H x 2-15/16" W 

° Cylinder: MARKS “C” keyway, 6 pin w/ 2 keys 


FUNCTION ШЕШСІН [seas [за 


KEYED SINGLE CYLINDER, МО DEADBOLT 


ELECTRICALLY LOCKED 
ELECTRICALLY UNLOCKED 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE F08, F10 

ENTRANCE Е21 

DORMITORY F12 736 768 
DORMITORY 

DORMITORY F13 


APARTMENT 
HOTEL 757 789 
SPECIAL PRIVACY 


APARTMENT 

INTRUDER LATCHBOLT 

CLASSROOM SECURITY 
CLASSROOM SECURITY wHOLDBACK 
INSTITUTIONAL 


ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


у ъъ NEAN БЕН 
BATHROOM F02 
ЕЗ1 


EYLESS 


PRIVACY 

EXIT 

DUMMY TRIM INSIDE 

ШТ O ë O | —9 —] 
KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


DUMMY TRIM 


ІШ! 
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NEWPORT Par Droen МЕ 
Series 7 ° 2-3/4" Backset 


Standard Features KNOBS LEVERS 
° Thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 44, 52, 55, 57, 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 72, 77, 78, 82, 
° Lever support springs 83, 86, 92, 96 
* Lock front Series 7: 1-1/4" x 8", Series 9: 1-1/16" x 7-5/8" 
° Dimensions: Ext: 10" H x 2-15/16" W, Int: 10" H x 2-15/16" W 
* Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys |  HNSHGROPS ` — | 
Г FUNCION | ANS& | Жїз | зға | 


KEYED SINGLE CYLINDER, NO DEADBOLT 


OFFICE VEST. 

EYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 
DORMITORY 
DORMITORY F13 


EYED DOUBLE CYLINDER, WITH DEADBOLT 


AC ENTRANCE F35 
C STOREROOM F14 734 765 
FX DORMITORY F33 


EYLESS 


N 
L 
° 
[7] 
x 
[5] 
o 
| 
o 
@ 
= 
[e] 
= 


UMMY TRIM 


DUMMY TRIM INSIDE 317 
DUMMY TRIM OUTSIDE 


DT — ешурммү ||. 63 — | 6 | 
KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Eclipse Knob 60 


Madison Lever 52 Brompton Lever 55 Monaco Lever 57 
i i Specify handing 


Dayton Lever 83 
Specify handing 
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ANSI-A156.13 е Grade 1 Series 5 ° 2-3/4" Backset 
BHMA [CERTIFIED] 3 Hour Fire Rating bed W. Series 55 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS 


° Thru-bolted screwless knob/lever plate assemblies 

° Independent spring loaded captivated spindles 44, 52, 55 

° Reversible mortise lock 2-1/2" or 2-3/4" backset 57, 72, > 
H H , 


* Lever support springs Д 78, 82, 83, 
s le Lock front: 1-1/4" х 8" 86, 92, 96 

* Dimensions: Ext: 10" H x 2-3/4" W, * nt: 7" H x 2-1/4" W 

° Cylinder: MARKS “C” keyway, 6 pin w/ 2 keys 


SEU COURS UE LIT eine! 
waer | нїш [mer| s [ zo | s | s [ 3 | 20 | 


KEYED SINGLE CYLINDER, NO DEADBOLT 


HOSPITAL 
INSTIT. PRIVACY 


ELECTRICALLY LOCKED 
скы | {=[=|~|[=|[=| = 
KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE F08, F10 

ENTRANCE F21 

DORMITORY F12 

DORMITORY 

DORMITORY 

APARTMENT 

HOTEL 

SPECIAL PRIVACY 


=< 
° 
= 
Ф 
Ф 
= 
° 
© 
ж 
2) 
br 
2 
Ф 


APARTMENT 

INTRUDER LATCHBOLT 

CLASSROOM SECURITY 

CLASSROOM SECURITY wHOLDBACK 
INSTITUTIONAL 


ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


BATHROOM 

PRIVACY 

DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 


FULLY DUMMY 


EYLESS 


DUMMY TRIM 


KNOBS & LEVERS ARE PACKED 6 PER CASE 
NOTE: Split designs and/or finishes are priced at the highest design and/or finish * Special finishes, consult factory 
* Large interior plate available (10" H x 2-3/4" W) 
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NEW YORKER Рілте Desicn NY 


Series 7 ° 2-3/4" Backset 
шш ны Series 9 • 2-1/2" Backset 


Standard Features KNOBS LEVERS 
° Thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 44, 52, 55, 
* Reversible mortise lock 2-1/2" or 2-3/4" backset 57, 72, 77, 
° Lever support springs ; 78, 82, 83, 
* Lock front Series 7:1-1/4" х 8"; Series 9: 1-1/16" x 7-5/8" 86, 92, 96 
e Dimensions: Ext: 10" Н x 2-3/4" W, * Int: 7" Н x 2-1/4" W 

FUNCTION ЕСІН | s [ zo [ s [ zo [ s [ b | 


KEYED SINGLE CYLINDER, NO DEADBOLT 


D OFFICE VEST. 
НИ а а = | ж | = | ж | ш | ш | 
EYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE 
ENTRANCE 
DORMITORY 
DORMITORY 
DORMITORY 


o 
KE 
Ф 
e 
X 
[S] 
е) 
SH 
Ф 
Ф 
= 
е 
° 
= 


ENTRANCE 
STOREROOM 
DORMITORY 


om TRIM 


DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 


E EE E 


KNOBS & LEVERS ARE PACKED 6 PER — 
NOTE: Split designs and/or finishes are priced at the highest design and/or finish * Special finishes, consult factory 
* Large interior plate available (10" H x 2-3/4" W) 


Eclipse Knob 60 


4% 


Brompton Lever 55 Monaco Lever 57 


Omni Lever 78 


Dayton Lever 83 
Specify handing 
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TOWNE Puare Desicn ТМ 
~ ANSI-A156.13 ° Grade 1 Series 5 • 2-3/4" Backset 


= 
[=] 
= 
Ф 
Ф 
ЕЕ 
° 
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> 
@ 
br 
2 
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Standard Features KNOBS LEVERS 


* Thru-bolted screwless knob/lever plate assemblies 

° Independent spring loaded captivated spindles 

* Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 57, 
* Lever support springs 72, TT, T8, 82, 
* Lock front: 1-1/4" x 8" 83, 86, 92, 96 
° Dimensions: Ext: 9-1/4" H x 2-1/4" W, Int: 9-1/4" H x 2-1/4" W 

° Cylinder: MARKS "C" keyway, 6 pin w/ 2 keys 


ПАА — FUNCTION mer] жаз | в [ жїз | 3 — 


KEYED SINGLE CYLINDER, NO DEADBOLT 


OFFICE VEST. 

VESTIBULE 

OFFICE F04 

STOREROOM F07 722 754 761 793 
CLASSROOM F05 

HOSPITAL F06 

INSTIT. PRIVACY F26 


GL 

EL ELECTRICALLY LOCKED 1091 
— — o || ©“ | ш | че | шш | 
KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE 

ENTRANCE 

DORMITORY 

DORMITORY 


5 
W DORMITORY 
D 


F APARTMENT 
H HOTEL 
LH SPECIAL PRIVACY 


KEYED DOUBLE CYLINDER, NO DEADBOLT 


APARTMENT 
GC INTRUDER LATCHBOLT 
GG CLASSROOM SECURITY 
GR CLASSROOM SECURITY w/HOLDBACK 
WW INSTITUTIONAL 


KEYED DOUBLE CYLINDER, WITH DEADBOLT 
ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


F 
F 


DUMMY TRIM 


DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 


FULLY DUMMY 
KNOBS 8 LEVERS ARE PACKED 6 PER САЅЕ 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
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TOWNE Pare Desicn TN 


Series 7 ° 2-3/4" Backset 
Series 9 ° 2-1/2" Backset 


ANSI-A156.13 ° Grade 2 


KNOBS LEVERS 


Standard Features 
* Thru-bolted screwless knob/lever plate assemblies 
* Independent spring loaded captivated spindles 44, 52, 55, 57, 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 72. 77, 78, 82 
° Lever support springs Cas 06 
* Lock front Series 7: 1-1/4" x 8"; Series 9: 1-1/16" x 7-5/8" 83, 86, 92, 96 
° Dimensions: Ext: 9-1/4" H x 2-1/4" W, Int: 9-1/4" H x 2-1/4" W 
° Cylinder: MARKS “C” keyway, 6 pin w/ 2 keys 


FUNCTION Tansy | жаз | % (| 3&5 | % | 


KEYED SINGLE CYLINDER, МО DEADBOLT 


D OFFICE VEST. 
b emus || = | m | m [| m 
KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE F08, F10 


ENTRANCE 


DORMITORY 
KEYED DOUBLE CYLINDER, WITH DEADBOLT 


AC ENTRANCE 
C STOREROOM 
FX DORMITORY 


KEYLESS 


L BATHROOM 
mM Ер а | |в 
DUMMY ТАІМ 

DUMMY TRIM INSIDE 
к [шшк sh 
pr ruv O — — [9 —| 6 | пт | 77% | 
KNOBS & LEVERS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


Eclipse Knob 60 


Madison Lever 52 Brompton Lever 55 Monaco Lever 57 


Dayton Lever 83 
Specify handing 
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ROSE Dronen RR, RW, RQ, RS, RX 
" ANSI-A156.13 е Grade 1 Series 5% 2-3/4" Backset 
3 Hour Fire Rating Series 55 ° 2-1/2" Backset 


2-9/16" Diameter | Standard Features LEVERS 
© RR Rw х |“ Thru-bolted screwless knob/lever rose assemblies 
- • Independent spring loaded captivated spindles 44, 52, 55,57.) go 83.96, |44, 52, 55, 57, 
| * Reversible mortise lock 2-1/2" or 2-3/4" backset , 72, 77,18,82] ae |72,77,78,82, 
ЕР Diameter ° Lever support springs 83, 86, 92, 96 i 83, 86, 92, 96 


о”! С = D" * Lock front: 1-1/4" x 8" 


° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


3, 10, 10B, 3E, 4, 10E, 


KEYED SINGLE CYLINDER, NO DEADBOLT 


OFFICE VEST. 
VESTIBULE 
OFFICE 
STOREROOM 
CLASSROOM 
HOSPITAL 
INSTIT. PRIVACY 


ELECTRICALLY LOCKED 
ELECTRICALLY UNLOCKED 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 
DORMITORY 

DORMITORY F13 


APARTMENT F20 

HOTEL Е15 

SPECIAL PRIVACY 

APARTMENT F09 

INTRUDER LATCHBOLT F32 

CLASSROOM SECURITY 572 571 571 
CLASSROOM SECURITY wHOLDBACK 

INSTITUTIONAL F30 

ENTRANCE 

STOREROOM 

INTRUDER DEADBOLT 572 571 571 
DORMITORY 

DORMITORY 


passage ` La 3e | de | 4h | ж | s | 
BATHROOM 

көк [ы] = | ш | т | = | ж 
РНІМАСҮ 
> 
DUMMY TRIM INSIDE 

mem E шш ім 


тп & LE == ARE === 6 PER wama 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


F17 Dummy Cylinder: Add $44.00 
Square Rose RX: Add $29.00 


UMMY TRIM 
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ROSE Desicn RR, RW, КО, RS, RX 
Series 7 ° 2-3/4" Backset 
2-9/16" Diameter ANSI-A156.13 • Grade 2 Series 9% 2-1/2" Backset 


Or O" Tin Standard Features LEVERS 
ы * Thru-bolted screwless knob/lever rose assemblies 44, 52, 55, 57, 44, 52, 55, 57, 
• Independent spring loaded captivated spindles 72, 77, 78, 82, 82, 83, 86, 72, 77, 78, 82, 


JEN. — D" * Reversible mortise lock 2-1/2" or 2-3/4" backset 83, 86, 92, 96 92, 96 83, 86, 92, 96 


RQ Ç RS ° Lever support springs * Lock front: 1-1/4" x 8" 
$ ° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


3, 10, 10B, 3E, 4, 10E, 


KEYED SINGLE CYLINDER, NO DEADBOLT 


OFFICE VEST. 
po es oe ur == ЕСЛИ ЕСЛИ 
KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE F08, F10 

ENTRANCE F21 

DORMITORY 

DORMITORY 

DORMITORY 


KEYED DOUBLE CYLINDER, WITH DEADBOLT 


AC ENTRANCE 
C STOREROOM 
FX DORMITORY 


KEYLESS 

EE (м ы | ы Тағ | ж | ш | 
BATHROOM 

= j | ee | = | = | = | ш | з» | 
DUMMY TRIM INSIDE 

mo wmm | |8 mmm m. 


pr — — — poom ë ë |) [ s 8 | 
e: & = EN ARE —— 6 PER EERE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
F17 Dummy Cylinder: Add $44.00 
Square Rose RX: Add $29.00 


Eclipse Knob 60 RR: 2-9/16" dia. 


RW: 2-9/16" dia. 


Monaco Lever 57 
Specify handing 


RQ: 2-1/4" dia. 


Plaza Lever 82 
Specify handing 


RS: 2-1/4" dia. 


Titan Lever 96 
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Mortise Locksets 
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CAMBRIDGE Нлкгіевет Desicn CB 


ANSI-A156.13 е Grade 1 
3 Hour Fire Rating 
Standard Features 


* Exterior handle plate assemblies with thru-posts 

* Interior thru-bolted screwless knob/lever plate assemblies 
* Independent spring loaded captivated spindles 

° Reversible mortise lock 2-1/2" or 2-3/4" backset 

* Lever support springs 

° Lock front Series 4, 45: 1-1/4" x 8" 


Series 4 ° 2-3/4" Backset 
Series 45 е 2-1/2" Backset 


KNOBS LEVERS 


Series 6 е 2-3/4" Backset 
Series 8 ° 2-1/2" Backset 


KNOBS LEVERS 


* Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 
* Dimensions: Ext: 17" H x 2-3/4" W, Int: 10-1/2" H x 2-3/4" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


+“ | алстон аю”) 
KEYED SINGLE CYLINDER, МО DEADBOLT 

OFFICE VEST. 

VESTIBULE 

STOREROOM F07 


GRADE 2 HANDLESETS 


44, 52, 55, 44, 52, 55, 
57, 72, TT, 57, 72, 77, 
78, 82, 83, 78, 82, 83, 
86, 92, 96 86, 92, 96 


ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 


ENTRANCE F35 

STOREROOM F25 396 

APARTMENT F24 996 
60-7 |sToREROoWr DOUBLE нанова | Es | ш _ 


DUMMY TRIM 


т ë poom |) | ~ 
HANDLESETS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE IN “SO” FUNCTION 


GRADE 1 HANDLESETS 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 Titan Lever 96 
Specify handing 
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CROWN & GRAND CROWN Hanpteser Desicn CR, GC 
ANSI-A156.13 е Grade 1 Series 4 • 2-3/4" Backset Series 6 * 2-3/4" Backset 
3 Hour Fire Rating Series 45 ° 2-1/2" Backset Series 8% 2-1/2" Backset 


Standard Features KNOBS LEVERS KNOBS LEVERS 


* Exterior handle plate assemblies with thru-posts 
* Interior thru-bolted screwless knob/lever plate assemblies 
* Independent spring loaded captivated spindles 44, 52, 55, 
* Reversible mortise lock 2-1/2" or 2-3/4" backset 57, 72, 77, 
) |° Lever support springs * Lock front Series 4, 45: 1-1/4" x 8" 78, 82, 83, 

* Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 86, 92, 96 
* Dimensions: CROWN Ext: 16" H x 2" W, Int: 8-1/2" Hx 2" W 
* Dimensions: GRAND CROWN Ext: 16" H x 2" W, Int: 8-1/2" Hx 2" W 

° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 

° Thickness: 13/32" 


waer wawam... mamaman t: Liman umn 
KEYED SINGLE CYLINDER, NO DEADBOLT 
OFFICE VEST. 
W VESTIBULE 
W STOREROOM Ғ07 
KEYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 
EYED DOUBLE CYLINDER, WITH DEADBOLT 


ENTRANCE F35 
STOREROOM F25 
APARTMENT F24 


o |ртонеяоои BOUBLEWANDLESETONLY | F5 | юш 


DUMMY TRIM 


т Tuy ë) I m — 
HANDLESETS ARE PACKED 6 PER CASE| 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish ° Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE IN “SO” FUNCTION, 
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44, 52, 55, 
57, 72, 77, 
78, 82, 83, 
86, 92, 96 


ВНМА 


CERTIFIED 


GRADE 2 lii 


GRADE 1 HANDLESETS 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 | Titan Lever 96 
Specify handing 
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GEORGETOWN Намгіевет DrsicN GE 
ANSI-A156.13 е Grade 1 Series 4% 2-3/4" Backset Series 6 • 2-3/4" Backset 
3 Hour Fire Rating Series 45 ° 2-1/2" Backset Series 8 • 2-1/2" Backset 


Standard Features KNOBS LEVERS KNOBS LEVERS 


° Exterior handle plate assemblies with thru-posts 

* Interior thru-bolted screwless knob/lever plate assemblies 

° Independent spring loaded captivated spindles 44, 52, 55, 44, 52, 55, 
* Reversible mortise lock 2-1/2" or 2-3/4" backset 57, 72, 77, 57, 72, 77, 
° Lever support springs 78, 82, 83, 78, 82, 83, 
° Lock front Series 4, 45: 1-1/4" x 8" 86, 92, 96 86, 92, 96 
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BHMA 
CERTIFIED 


° Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 
° Dimensions: Ext: 18" H x 3-7/32" W, Int: 9-1/4" H x 3-7/32" W 


* Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys | FINISHGROUPS | 
manse FUNCTION ра] 3E&TS 


KEYED SINGLE CYLINDER, NO DEADBOLT 
OFFICE VEST. 
VESTIBULE 
STOREROOM F07 


ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 


GRADE 2 HANDLESETS 


GRADE 1 HANDLESETS 


ENTRANCE F35 
STOREROOM F25 1138 
APARTMENT F24 1188 


60-7 [oroo | F5 | м 


DUMMY TRIM 


D x (рауалы aa 


HANDLESETS ARE PACKED 6 PER CASE 
NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE IN “SO” FUNCTION 


Brompton Lever 55 Monaco Lever 57 
Specify handing 


Omni Lever 78 Plaza Lever 82 
Specify handing 


Dayton Lever 83 Titan Lever 96 
Specify handing 
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HERITAGE Hanopteset Desicn HR 


GRADE 1 HANDLESETS 


ANSI-A156.13 е Grade 1 Series 4 * 2-3/4" Backset Series 6 • 2-3/4" Backset 
3 Hour Fire Rating Series 45 ° 2-1/2" Backset Series 8 * 2-1/2" Backset 
Standard Features KNOBS LEVERS KNOBS LEVERS 


* Exterior handle plate assemblies with thru-posts 

• Interior thru-bolted screwless knob/lever plate assemblies 

° Independent spring loaded captivated spindles 44, 52, 55, 
° Reversible mortise lock 2-1/2" or 2-3/4" backset 57, 72, 77, 
* Lever support springs 

° Lock front Series 4, 45: 1-1/4" x 8" ji e Ps 
° Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 

° Dimensions: Ext: 17-5/8" H x 2-3/4" W, Int: 10" H x 2-3/4" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 

* Thickness: 13/32" 


waer —].— қылы ee 
KEYED SINGLE CYLINDER, NO DEADBOLT 

OFFICE VEST. 

VESTIBULE 

STOREROOM F07 


44, 52, 55, 
57, 72, TT, 
78, 82, 83, 
86, 92, 96 


ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 


ENTRANCE F35 975 
STOREROOM F25 
APARTMENT F24 975 


60-7 E | F5 90 —] 


DUMMY TRIM 


ы uo 
HANDLESETS ARE PACKED. 5 "ER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish ° Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE IN “SO” FUNCTION 


GRADE 2 lii 


м 
сз 
о 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 | Titan Lever 96 
Specify handing 
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MADISON & GRAND MADISON Haupuser Desicn MA, GM 
ANSI-A156.13 е Grade 1 Series 4 ° 2-3/4" Backset Series 6 • 2-3/4" Backset 
3 Hour Fire Rating Series 45 е 2-1/2" Backset Series 8 ° 2-1/2" Backset 


Standard Features KNOBS LEVERS KNOBS LEVERS 


* Exterior handle plate assemblies with thru-posts 

e Interior thru-bolted screwless knob/lever plate assemblies 

° Independent spring loaded captivated spindles 

* Reversible mortise lock 2-1/2" or 2-3/4" backset 44, 52, 55, 44, 52, 55, 
° Lever support springs * Lock front Series 4, 45: 1-1/4" x 8" 57, 72, 77, 57, 72, 77, 
• Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 78, 82, 83, 78, 82, 83, 
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e Dimensions: MADISON « Thickness: 13/32" 86, 92, 96 
Ext: 15-1/2" H x 2-5/32" W, Int: 10-1/2" H x 2-5/32" W 

* Dimensions: GRAND MADISON 
Ext: 17" H x 2-5/32" W, Int: 10-1/2" H x 2-5/32" W 

° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


WARS? | eon — [wis] 
KEYED SINGLE CYLINDER, NO DEADBOLT 
OFFICE VEST. 
W VESTIBULE 
W STOREROOM 
KEYED SINGLE CYLINDER, WITH DEADBOLT 
ENTRANCE 
ENTRANCE 
DORMITORY 


ENTRANCE 
STOREROOM 
APARTMENT 


1201 
Um TE — 
P рое 


HANDLESETS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE IN “SO” FUNCTION 


86, 92, 96 


894 
907 
937 

50 


GRADE 2 HANDLESETS 


GRADE 1 HANDLESETS 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 
Specify handing 
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NEWPORT Hanpteset Desicn NE 
ANSI-A156.13 е Grade 1 Series 4% 2-3/4" Backset Series 6 • 2-3/4" Backset 
3 Hour Fire Rating Series 45 е 2-1/2" Backset Series 8 • 2-1/2" Backset 


Standard Features KNOBS LEVERS KNOBS LEVERS 


44, 52, 55, 44, 52, 55, 
57, 72, TT, 57, 72, TT, 
78, 82, 83, 78, 82, 83, 
86, 92, 96 86, 92, 96 


N 
£ 
Ф 
e 
~ 
Q 
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o 
100 
= 
о 
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° Exterior handle plate assemblies with thru-posts 

* Interior thru-bolted screwless knob/lever plate assemblies 

° Independent spring loaded captivated spindles 

° Reversible mortise lock 2-1/2" or 2-3/4" backset 

° Lever support springs 

° Lock front Series 4, 45: 1-1/4" x 8" 

* Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 

° Dimensions: Ext: 17-1/8" H x 2-15/16" W, Int: 10" H x 2-15/16" W 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


WimG: | тисип — — [335] 
KEYED SINGLE CYLINDER, NO DEADBOLT 

OFFICE VEST. 

VESTIBULE 

STOREROOM 


GRADE 2 HANDLESETS 


e 
° 
со 


ENTRANCE F08, F10 
ENTRANCE Е21 
DORMITORY F12 


ENTRANCE F35 
STOREROOM F25 1025 
APARTMENT F24 1026 


SS |STOREROOW DOUBLE WANOLESET ONLY — — | F5 [ — — 180 — —| 


DUMMY TRIM 


p — quur | IL. 
HANDLESETS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE IN “SO” FUNCTION 


GRADE 1 HANDLESETS 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 Titan Lever 96 
Specify handing 
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PORTLAND Нлмгіевет Desicn PO 


BHMA 
CERTIFIED 


GRADE 1 HANDLESETS 


ANSI-A156.13 е Grade 1 Series 4 * 2-3/4" Backset Series 6 • 2-3/4" Backset 
3 Hour Fire Rating Series 45 • 2-1/2" Backset Series 8% 2-1/2" Backset 


Standard Features KNOBS LEVERS KNOBS LEVERS 


° Exterior handle plate assemblies with thru-posts 

* Interior thru-bolted screwless knob/lever plate assemblies 

* Independent spring loaded captivated spindles 44, 52, 55, 44, 52, 55, 
* Reversible mortise lock 2-1/2" or 2-3/4" backset 57, 72, 77, 57, 72, TT, 
° Lever support springs 78, 82, 83, 78, 82, 83, 
° Lock front Series 4, 45: 1-1/4" x 8" 86, 92, 96 86, 92, 96 


° Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 
* Dimensions: Ext: 17" H x 3-11/32" W, Int: 11" H x 3-11/32" W 


* Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys | FINISHGROUPS | 
manse | FUNCTION (aere 


KEYED SINGLE CYLINDER, МО DEADBOLT 
OFFICE VEST. 
VESTIBULE 
STOREROOM F07 


1162 


1176 


ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 


GRADE 2 HANDLESETS 


ENTRANCE F35 
STOREROOM F25 12% 1203 
APARTMENT F24 1258 


65-7 poos | 5 | — —188 | ШІ: 
DUM TEM eee 
pr u БЕНЕН ШЕ 


HANDLESETS ARE PACKED 6 PER CASE 
NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE IN “SO” FUNCTION 


Eclipse Knob 60 


4% 


Stanhope Lever 44 Madison Lever 52 Brompton Lever 55 Monaco Lever 57 
Specify handing Specify handing 


CG emt 


Towne Lever 72 Maxwell Lever 77 Omni Lever 78 Plaza Lever 82 
Specify handing 


Dayton Lever 83 Titan Lever 96 
Specify handing 
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TOWNE, GRAND TOWNE & CLAREMONT Hanousser Desion TN, GT, CT 
ANSI-A156.13 е Grade 1 Series 4% 2-3/4" Backset Series 6 ° 2-3/4" Backset 
3 Hour Fire Rating Series 45 • 2-1/2" Backset Series 8% 2-1/2" Backset 


Standard Features KNOBS LEVERS KNOBS LEVERS 


° Exterior handle plate assemblies with thru-posts 

* Interior thru-bolted screwless knob/lever plate assemblies 

* Independent spring loaded captivated spindles 

° Reversible mortise lock 2-1/2" or 2-3/4" backset 

* Lever support springs * Lock front Series 4, 45: 1-1/4" x 8" 44, 52, 55, 44, 52, 55, 

° Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 57, 72, 77, 57, 72, 77, 

E 78, 82, 83 78, 82, 83 
TOWNE Ext: 16-3/8" H x 2-1/4" W, Int: 9-1/4" H x 2-1/4" W PER ats 

O xt: 16-3/8" H x 2-1/4" W, Int: 9-1/4" H x 2-1/ 86, 92, 96 86, 92, 96 


N 
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CLAREMONT Ext: 16-1/4" H x 2-1/4" W, Int: 9-1/4" H x 2-1/4" W 
° Cylinder: MARKS “C” keyway, 6 pin w/ 2 keys 
* Thickness: 13/32" 


FUNCTION — — аме 
EYED SINGLE CYLINDER, NO DEADBOLT 

OFFICE VEST. 

VESTIBULE 


STOREROOM 


EYED SINGLE CYLINDER, WITH DEADBOLT 


ENTRANCE 


F07 


GRADE 2 HANDLESETS 


F08, F10 


ENTRANCE 


F21 


DORMITORY 


F12 


* Dimensions: 
GRAND TOWNE Ext: 16-3/4" H x 2-1/4" W, Int: 9-1/4" H x 2-1/4" W 
EYED DOUBLE CYLINDER, WITH DEADBOLT [ras 
ENTRANCE 
STOREROOM 1003 
APARTMENT 


* Dimensions: 
STOREROOM: DOUBLE HANDLESET ONLY 1267 


GRADE 1 HANDLESETS 


UMMY TRIM 


T FULLY DUMNY E EE EE 


HANDLESETS ARE PACKED 6 PER CASE 
NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE ІМ “SO” FUNCTION 


Eclipse Knob 60 


Madison Lever 52 Brompton Lever 55 Monaco Lever 57 
Specify handing Specify handing 


w | SU 


Omni Lever 78 Plaza Lever 82 
Specify handing 


vi 


Dayton Lever 83 American Lever 92 Titan Lever 96 
Specify handing 
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WHARTON Нлмгіевет Desicn WT 


44 


GRADE 1 HANDLESETS 


ANSI-A156.13 е Grade 1 Series 4 2-3/4" Backset Series 6 • 2-3/4" Backset 
3 Hour Fire Rating Series 45 е 2-1/2" Backset Series 8 • 2-1/2" Backset 


Standard Features KNOBS LEVERS KNOBS LEVERS 
VESTIBULE 


44, 52, 55, 44, 52, 55, 

57, 72, TT, 57, 72, TT, 

78, 82, 83, 78, 82, 83, 

86, 92, 96 86, 92, 96 
STOREROOM F07 


ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY F12 


° Exterior handle plate assemblies with thru-posts 

* Interior thru-bolted screwless knob/lever plate assemblies 
° Independent spring loaded captivated spindles 

° Reversible mortise lock 2-1/2" or 2-3/4" backset 

° Lever support springs 

° Lock front Series 4, 45: 1-1/4" x 8" 

* Lock front Series 6: 1-1/4" x 8"; Series 8: 1-1/16" x 7-5/8" 
* Dimensions: Ext: 16-1/4" H x 3" W, Int: 9-1/4" Hx 3" W 

° Cylinder: MARKS “C” keyway, 6 pin w/ 2 keys 

° Thickness: 13/32" 


wanes? | аспон — — — [35] 


KEYED SINGLE CYLINDER, NO DEADBOLT 
OFFICE VEST. 


GRADE 2 HANDLESETS 


ENTRANCE F35 

STOREROOM F25 1085 

APARTMENT F24 1085 
о [PORRO рода нанова | F5 | пз 1297 


DUMMY TRIM 


ы UO EN w 
HANDLESETS ARE PACKED 6 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
SO Function Double Handleset ONLY ж SERIES 45 NOT AVAILABLE IN “SO” FUNCTION 


Monaco Lever 57 
Specify handing 


Plaza Lever 82 
Specify handing 


Dayton Lever 83 Titan Lever 96 
Specify handing 
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ORNAMENTAL IRON 


Series 21 Unilock™ 


= 
о 
= 
© 
© 
с 
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Е 
© 
c 
E 
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F & FW Function F & FW Function 
a | Single Cylinder Only e Single Cylinder Only 


Cylinder Collar 
Security Insert 


(? ey | a 
[ %% FA&FWFunction 9% F&FWFunction 
(o) Single Cylinder Only (9) Single Cylinder Only 


KE 
Cylinder Collar 
Security Insert 


Standard Features 


* Door thickness: 1" 


* Series 9 lock body, Backset: 2-1/2" SERIES 21 UNILOCK™ SERIES 9215 UNILOCK™ 


° Reversible mortise lock 1" bolt, 1/2" latch projection 


* Lock front: 1" x 7-1/8" SERIES 22 SERIES 9225 


° Thru-bolted solid brass trim assemblies 
° Spring loaded captivated spindles 
° Cylinder: Marks “A” keyway, 5 pin w/ 2 keys; keyed alike-6 


нысы. ш ЖЕ И ee] ee) | 


KEYED SINGLE CYLINDER, WITH DEADBOLT 


SINGLE CYL. PANIC PROOF 
F SINGLE CYL. PANIC PROOF 
FW SINGLE CYL. PANIC PROOF 


KEYED DOUBLE CYLINDER, WITH DEADBOLT 


u. = XE GNE WE UN ON 


DUMMY TRIM 


b pow Г [me pw pz pom ШЕТЕН 


ORNAMENTAL IRON LOCKSETS ARE PACKED 6 PER CASE 


[re |. OPTIONS —— |. COD PRICE ` 
Lock Front: 1" x 7-1/8" standard 

Mushroom knob interior; 1-7/8" prj. 

For 1-3/4" doors 

Adjustable spring collars 
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иод |РШӘШЕШО 


ORNAMENTAL IRON 


THINLINE® Series 2750 for 1" doors 


Standard Features SERIES 


* Thru-bolted solid brass trim assemblies 
* Spring loaded captivated spindles 2750 
* Reversible mortise lock 1" backset THINLINE® 
41" bolt, 1/2" latch projection 
° Cylinder: Marks “A” keyway, 
5 pin w/ 2 keys; keyed alike - 6 


O FNSHGROUPS 
wer o | 3 [ we [ sm 


KEYED WITH DEADBOLT 


в 0 ENTRANCE CYLINDER x TURNPIECE " 
ENTRANCE DOUBLE CYLINDER 


DUMMY TRIM 


p ^ жәме | m | w | s 


ORNAMENTAL IRON LOCKSETS ARE PACKED 6 PER CASE 


How To Order Example 
for Ornamental Iron Locksets 


LOCK SERIES MARKS FUNCTION FINISH OPTIONS 
(Pgs. 49 & 50) (Pgs. 57-58) (Pg. 10) 
721 [12750 ww пз SSES 
0 22 22-26 — DT os Sg 
(19215 = m — DW О 108 Specify 
1 9225 Е Ek e Keying 
* Handing 


“ Door Thickness 
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ORNAMENTAL IRON 


Knob & Lever Kits 


K21 AC K9215 AC PART # |DESCRIPTION FUNCTION — 2 
С 151 | 129 


К21АС Ext./Int. UNILOCK™ knob/plate kit — 


Ext./Int. UNILOCK™ knob/plate kit 


жады, (Mushroom Int.) 


Ornamental Iron 


K21F Ext./Int. UNILOCK™ knob/plate kit assemblies 


Ext./Int. UNILOCK™ knob/plate kit 


КЕШЕМ (Mushroom Int.) 


К2750 LEVER PLATE TRIM SET 


Thinline lock body, latch, deadbolt 


20008 US 4 & 26D ONLY - Strike not included 


K9215AC |ЕхїЛпї. UNILOCK™ lever/plate kit assemblies 


K9215F Ext./Int. UNILOCK™ lever/plate kit assemblies 


UNILOCK™ mushroom knob/plate 
(w/cylinder hole) 


UNILOCK™ mushroom knob/plate 
(w/turnpiece) 


Ext./Int. knob/rose kit 1" thru 1-3/4" door 


Ext./Int. knob/rose kit (mushroom int.) 


Ext Int. lever/rose kit 


Accessories 


K9117 9273 9275 
4. © 
Turnpiece kit 
Interior knob/rose assembly (mushroom knob) 
A9276 9277 2635 2638 Spring collar, 7/16" high 
° ° Mortise spacer, wrought brass, 1/8" high 
e p g | g 
— Collar, wrought brass w/insert, 1/2" high 
So - - 
° ° Plastic spacer ring, 1/16" 
Curved lip strike, solid brass 
° ° Flat strike, solid brass, no lip 
—| Аа — < 
1-7/8" 1-1/16" 


PART# [DESCRIPTION Rees 


5 Pin mortise cylinder, “А” keyway 39 41 


Cylinder x turnpiece unit, “А” keyway 


double cylinder unit, “А” keyway 


2122-C 5 Pin mortise cylinder, “C” keyway 
2621-C Cylinder x turnpiece unit, “C” keyway 
2622-C double cylinder unit, “C” keyway 
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GRADE 1 
MORTISE LOCKS EXCEEDS 


Mortise Lock BODIES 
AUTOREVERSE SERIES 


Series 4 , Standard Features Grade 1 for 
° Backset: 4 Series 2-3/4"; 45 Series 2-1/2" Handlesets 
— — 436" j ° Bolt throw: Stainless steel full 1" throw А " 
der | а . * Latch throw: 3/4" (anti-friction) Бы 4 e 2-3/4 Т Backset 
* Auxiliary latch: 1/2" throw Series 45 ° 2-1/2" Backset 
* Case: Stamped steel .090 thick., 
gë Шш è | Zinc dichromate finish 
pu ° Front: 1-1/4" x 8", Adjustable bevel 
* Hubs: Steel, 9/32" on diamond 5/16" on square |. FINSHGROUPS | 

"Weeer | тусп | ANSI | $20 [0305.3 
KEYED SINGLE CYLINDER, NO DEADBOLT 

VESTIBULE 

STOREROOM 

STOREROOM 
Series 45 STOREROOM 


BHMA 
SPECIFICATIONS 


о о 


WI] ‘sued ƏSIHON 


-кз-.,,.%-ғ 


И 
[ж ЕМТВАМСЕ F08, F10 
[| Ми ЕМТВАМСЕ F21 
| DORMITORY Е12 
| Le 
Е 


в- mes — — — [09 | w| E 


KEYED DOUBLE CYLINDER, NO DEADBOLT 


б ри: [зә | E 


KEYED DOUBLE CYLINDER, WITH DEADBOLT 
ENTRANCE 
STORE DOOR “B BODY” 
STORE DOOR* 


1-1/16" x 7-5/8" front 

1-1/16" x 7-3/4" front 

1-1/16" x 8" front 

Lever support springs w- 5/16" hubs 
Turnpiece hub on square 


Screws with Dust Box 


Solid latch for electric strike 


Hold open latch 


Lead-lined mortise lock 
4-7/8" Strikes: 1 Left / 1 Right Sea 


CYLINDER CAMS REQUIRED 
Locks w/o deadbolt 2101 Straight Cam 
Locks w/ deadbolt 2102 Cloverleaf Cam 
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NioRTISE Lock BODIES 
AUTOREVERSE SERIES 


Series 5 


7/32"—>1k&— |) 


— —À 
29/32" 
— 


Т 


--е -ашссҙ 


— 2-3/4"— 
Backset 


Ф 
Le 


Series 55 


7182—91 1 | 


29/32" 


#+—— 3-15/16" — 
— 2-1/2" 
Backset 


Ф 
4i 


1- 1/16" х7- 5/8" front 

1-1/16" x 7-3/4" front 

1-1/16" x 8" front 

Lever override guard outside (Series 5) 


Lever override guard both sides 


Lever support springs w- 5/16" hubs 
Hubs with hollow spacer (Series 55) 


GRADE 1 
MORTISE LOCKS EXCEEDS 


BHMA 
SPECIFICATIONS 


Standard Features 


* Backset: 5 Series 2-3/4"; 55 Series 2-1/2" 


Knobs & Levers 
° Bolt throw: Stainless steel full 1" throw i e 2.3/4" 
* Latch throw: 3/4" (anti-friction) шой ӨЕ Ше 


* Auxiliary latch: 1/2" throw Series 55 e 2-1/2" Backset 


* Case: Stamped steel .090 thick., 
Zinc dichromate finish 

* Front: 1-1/4" x 8", Adjustable bevel 

° Hubs: Steel, 9/32" on diamond 5/16" on square 
w/security separator 


[— wm: | ruwnov [Аё so [05.9 
HOSPITAL (HOLDBACK) 


KEYED SINGLE CYLINDER, NO DEADBOLT 


OFFICE / VESTIBULE 
ELECTRICALLY LOCKED* 
$m. | [ww 

EYED — CYLINDER, WITH DEADBOLT 

ENTRANCE 

ENTRANCE 

DORMITORY 

DORMITORY 

DORMITORY 

APARTMENT 

HOTEL 

SPEC. PRIVACY 


Grade 1 for 


CERTIFIED 


Е 
= 
e 
È 
o 
ka 
o 
4%) 
= 
[e] 
= 


ENTRANCE 
INTRUDER LATCHBOLT 


CLASSROOM SECURITY 
CLASSROOM SECURITY 
w/HOLDBACK 


Turnpiece hub on square 
Screws with Dust Box 


Solid latch for electric strike 


Hold open latch 
Lead-lined mortise lock 
4-7/8" Strikes: 1 Left / 1 Right 


Request to exit switch (Series 5) ІЛЕСЕ 


CYLINDER CAMS REQUIRED 
Locks w/o deadbolt 2101 Straight Cam 
Locks w/deadbolt 2102 Cloverleaf Cam 
G function (ext. only) 2106 “G” Cam 
G function (int. only) 2105 “J” Cam 
J function 2105 “J” Cam 


* 55 Series Lock Bodies are not available 
in autoreverse. 


INSTITUTION 


ENTRANCE 
STOREROOM 
INTRUDER DEADBOLT 
DORMITORY 
DORMITORY 


EYLESS 


BATHROOM 
PRIVACY 
PRIVACY 
EXIT 


MORTISE LOCK BODIES ARE PACKED 6 PER CAS 


* Electrified Functions 5 SERIES ONLY; 2-3/4" Backset ONLY: 
100% Duty Cycle 24V/DC, 12V/DC Optional supplied with bridge rectifier (350 ma) 


* FD - Not available for 55 Series Lock Bodies. 


FOR ADDITIONAL DESIGNS, ASK FOR THE CUSTOM LOCK DIVISION CATALOG OR VISIT OUR WEBSITE @ WWW.MARKSUSA.COM 49 
631-225-5400 • 1-800-526-0233 • Fax 631-225-6136 • ©2012 MARKS USA 


Mortise Lock BODIES 


Series 6 Standard Features 


— * Backset: 2-3/4" 

=N | ° Bolt throw: Cast alloy full 1" throw 
Co * Latch throw: 5/8" (anti-friction 

П ane ° Case: High T ue cast M Grade 2 for 
baked enamel finish Handlesets 

* Front: 1-1/4" x 8", Flat or 3? bevel 

* Hubs: 9/32" (7.2mm) on square Series 6 


2-3/4" Backset 


т=з [к Е - | 


= 


Standard Features 


eege Series 8 
| ackset: 2-1/2 2-1/2" Backset 


* Bolt throw: Cast alloy full 1" throw 
* Latch throw: Solid brass 1/2" throw, reversible 
* Case: High pressure cast Zamac, 
baked enamel finish 
! * Front: 1-1/16" x 7-5/8", Flat or 3° bevel 
= ° Hubs: 9/32" on square 


9 


MADE INUSA 


ши ‘sued ƏSIHON 


Series 8 


K——— 3-5/8" —— | 
LL O«— 2-112" nl 
Ї Backset 


SS dl KEYED SINGLE CYLINDER, МО DEADBOLT 
|29 D МЕІШЕ ШЕ 9 | 25, 


3-23/32" oe KEYED SINGLE CYLINDER, WITH DEADBOLT 

| ЕМТВАМСЕ F08, F10 
ENTRANCE F21 

DORMITORY F12 


әлеге l] =ë 


ENTRANCE 
STORE DOOR “B BODY” 
STORE DOOR 
MORTISE LOCK BODIES ARE PACKED 6 PER CAS 


1-1/16" x 7-5/8" front 


1-1/4" x 10" front, 
(A function, US 4 only), 
no mounting holes 


1-1/16" x 7-3/4" front 
1" x 7-1/8" front, (US 4 only) 
1-1/4" x 8" front 


1-1/4" x 8-5/8" front 
(A function, US 4 only) 


1-1/16" x 8" front 
Screws with Dust Box 


CYLINDER CAMS REQUIRED 
All Functions 2101 Straight Cam 
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Mortise Lock BODIES 


Series 7 Series 7 Standard Features 


7/32"--ң і-- 


NES * Backset: 2-3/4" 
Mo E ce ШЕНЕУ • Bolt throw: Cast alloy full 1" throw 
— ae * Latch throw: 5/8" (anti-friction) 
GH * Case: High pressure cast Zamac, Grade 2 for 


Backset 
. baked enamel finish Knobs & Levers 
5- * Front: 1-1/4" x 8", Flat or 3? bevel 
> ( кт * Hubs: 9/32" on square steel, Я 
ii TA w/ security separator Series 7 
3-23/32" 2-3/4" Backset 


Standard Features 


e Backset: 2-1/2" Series 9 
° Bolt throw: Cast alloy full 1" throw 2-1/2" Backset 
e Latch throw: Solid brass 1/2" throw, reversible 
e Case: High pressure cast Zamac, 
baked enamel finish 
° Front: 1-1/16" x 7-5/8", Flat or 3° bevel 
e Hubs: 9/32" on square steel, 
w/ security separator 


T a EE 
dÉ NL NENNEN SÉ ONENNE GE NET CJ 


1-13/16" KEYED SINGLE CYLINDER, МО DEADBOLT 


PAP | | fo DL e 
il da. DW VESTIBULE 

2382: : KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE F08, F10 

ENTRANCE F21 

DORMITORY F12 

DORMITORY 


DORMITORY F13 


eE) 


== 


Mortise Parts, Trim 


oe rx _ 


OPTIONS 


11/16" x 7-5/8" front 
1-1/4" x 10" front, ENTRANCE 


(A function, US 4 only), STOREROOM 
no mounting holes DORMITORY 
1-1/16" x 7-3/4" front DORMITORY 


1" x 7-1/8" front, (US 4 only) 


-1/4" x 8" front PASSAGE 
1-1/4" x 8-5/8" front 


(A function, US 4 only) BATHROOM 
1-1/16" x 8" front PRIVACY 


Pin and lever springs MORTISE LOCK BODIES ARE PACKED 6 PER CASE 


Screws with Dust Box 


KEYLESS 


CYLINDER CAMS REQUIRED 
All functions 2101 Straight Cam 
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WI] ‘sued ƏSIHON 


NioRTISE DEADLOCKS 


Series 31 


2-1/2" ог 2-3/4" , 1-1/2" 
|, BACKSET — 


4-5/8" 4-15/64" 


Series 2 & 3 


Standard Features Series 31 


* Backset: Series 31: 2-3/4" T 

* Bolt throw: 1" stainless steel with hardened roll pins 2-3/4" Backset 
* Case: Stamped Steel = 
* Front: 1-1/16" x 4-5/8" adjustable bevel 

* Cylinder: Solid brass cylinder, 6-ріп, “С” keyway, 2 р шаша _ 
* Strike: #4035 (Included) 1-1/8" x 3-1/8" 

* Strike: #4035-1 (Optional) 1-1/8" x 3-1/2" 


LOCK ONLY 


CYLINDER x TURNPIECE £06071 


COMMUNICATING SINGLE CYL. £06081 


DOUBLE CYLINDER £06061 


CLASSROOM (Specify Handing) E06091 


2-1/2" or 2-3/4" 1-1/8" 
BACKSET 
< 


4-5/8" 4-1/8" 


TURNPIECE ONLY 
MORTISE LOCK BODIES ARE PACKED 6 PER CASE 


Standard Features 


* Backset: Series 2: 2-1/2"; Series 3: 2-3/4" Series 2 * 2-1/2" Backset 
* Bolt throw: 1" 3 А 

* Case: High pressure cast Series 3 • 2-3/4" Backset 
* Front: 1-1/16" x 4-5/8" flat or 3° bevel 

° Cylinder: Solid brass cylinder, 6-pin, “С” keyway, 2 ШИ FINSHGROUPS _ 

* Strike: #4035 Included 


LOCK ONLY 


L 


—- 


Series 5 


CYLINDER x TURNPIECE E06071 


COMMUNICATING SINGLE CYL. E06081 


DOUBLE CYLINDER E06061 


CLASSROOM (Specify Handing) £06091 


TBZ — — 


292 


TURNPIECE ONLY 
MORTISE LOCK BODIES ARE PACKED 6 PER CASE| 


Standard Features Series 5 « 2-3/4" Backset 


Series 55 * 2-1/2" Backset 
° Backset: Series 5: 2-3/4"; Series 55: 2-1/2" 
* Bolt throw: Stainless steel full 1" throw м 
° Case: Stamped steel .090 thick, 


Zinc dichromate finish 
* Front: 1-1/4" x 8" Adjustable bevel 


3E, 10, 


52 


1-1/16" x 7-5/8" front 


DOUBLE CYLINDER F16 310 323 
CYLINDER x TURNPIECE F17 286 305 
SINGLE CYLINDER* F18 264 284 
CLASSROOM* F29 305 323 


MORTISE LOCK BODIES ARE PACKED 6 PER CASE 
*NOTE: Specify handing on “5” and "SC" functions 


OPTIONS PRICE 


1" x 7-3/4" front 


1" x 1/16" front 


Lead lined mortise lock 


FOR ADDITIONAL DESIGNS, ASK FOR THE CUSTOM LOCK DIVISION CATALOG OR VISIT OUR WEBSITE @ WWW.MARKSUSA.COM 
631-225-5400 • 1-800-526-0233 • Fax 631-225-6136 “(02012 MARKS USA 


NioRTISE LOCKSET FUNCTIONS 


ANSI # TYPE MARKS FUNCTION ANSI # TYPE MARKS FUNCTION Single Cylinder Functions (cont’d.) ANSI 156.1 
FU. sde? Моп-Кеуей.............. N PIB ces Deadbolt................ 5 n А 
Е02........ Non-Keyed.............. L og. Non-Keyed...........-- TEE ANSI f Strike Marks Function 
PO, уы Single Cylinder........... E Е2@ уз кекс Single Cylinder ......... FD 
F05........ Single Cylinder........... J F21........ Single Cylinder........... в |Р20: APARTMENT 
E ILI i e м 221 e ET — ege Seed gier r: Latch by knob/lever either side except when outside locked 
06:5 sos ingle Cylinder.......... VL ЕРЕ ouble Cylinder.......... d i 
a Single Cylinder......... EW i et Double Суііпаег.......... C by ge RE SS I 
Е08........ Single Cylinder........... А F25........ Double Cylinder......... so [auxiliary latch or deadbolt. Deadbolt and latch by key FD 
FO9........ Double Cylinder.......... G F26........ Single Cylinder ......... GL outside. Deadbolt by turnpiece inside. Inside knob/lever ` | o^. Ц ы 
НЕЕ Single Cylinder........... A РОЗ eases Deadbolt .............. 5С retracts latch & deadbolt simultaneously, leaving outside 
Fl... s; Double Cylinder......... FA Pä... cea ke Double Cylinder........ W locked 
ӘРЕ Single Cylinder........... Е ЕЗ Моп-Кеуей............. ЕХ : 
ЕЗ ceres: Single Cylinder......... FW re Double Cylinder ........ GC = 
FA RET Double Cylinder.......... с ЁЗ 2552255 Double Cylinder......... ЕХ F21: ENTRANCE е = 
E ct Single Cylinder........... H Ed a Double Cylinder......... FC i i i i E 
E16: 5.2 Пеайфой................ Т ES, 222; Double Cylinder......... AC Laich by ER лтан Key'outsida, H B g 
F17 Deadbolt P turnpiece inside. Deadbolt deadlocks latch. 9035 = 
сал EE & 
Single Cylinder Functions ANSI 156.1 e г аа ' : 8 
ç : atch by knob/lever either side except when outside = 
[e] 
ANSI! Strike Негіз Function knob/lever locked by inside thumbturn. Latch deadlocked by 1 "ge GL > 
Е04: ОҒҒІСЕ auxiliary latch. Key outside opens latch. When outside 5036 L H 
locked, inside knob/lever retracts latch, automatically 


Latch by knob/lever either side except when outside Е е 
knob/lever locked by stop-button іп front; then by key L H E 
outside. Auxiliary latch deadlocks latch. Inside always open. 5036 


unlocking outside knob/lever. 


OFFICE VESTIBULE: 
Latch by knob/lever either side except when outside i L D 


F05: CLASSROOM 
Latch by knob/lever either side except when outside E L Y J 


knob/lever locked by stop-button in front; then by key 


knob/lever locked by key. When locked, latch bolt retracted 
by key. Inside always open. Auxiliary latch deadlocks latch. | 5036 
F06: HOLDBACK “А” 
Latch by knob/lever either side except when outside knob/ 
ever locked or unlocked by key. Auxiliary latch deadlocks H L Y JM 


е 
Latch by knob/lever inside, key outside. L H DW 
Outside knob/lever always rigid. 9035 
DORMITORY: 
Latch by knob/lever inside. Outside knob/lever always е 
rigid. Deadbolt and latch бу key outside. Deadbolt by П Ú ы FS 
turnpiece inside. When deadbolt is projected, latch is 
deadlocked. Inside knob/lever retracts latch and deadbolt 
simultaneously. 


іе 
L H JR ||SPECIAL PRIVACY: 


Inside knob/lever always free, outside rigid. Latch by 
knob/lever inside, key outside. Deadbolt by turnpiece inside, || Ú e LH 
emergency release outside. Inside knob/lever retracts H 
deadbolt and latch simultaneously. Auxiliary latch deadlocks 
latch. 


atch. Inside always open. Inside knob/lever unlocks outside 
ever. Latch bolt can be locked in retracted position by 
ocking inside hub. Can be used with blank outside trim. 
F06: HOLDBACK “B” 

Latch by knob/lever either side except when outside knob/ 
ever locked or unlocked by key. Auxiliary latch deadlocks ПІ 
atch. Inside always open. Inside knob/lever will not unlock 
outside knob/lever. Latch bolt can be locked in retracted 5036 
position by locking outside hub. Can not be used with blank 
outside trim. 


F07: STOREROOM D 


9035 


Latch by knob/lever inside, key outside. Outside knob/lever ш 
always rigid. Auxiliary latch deadlocks latch. Inside always 5036 L ы 


open. STOREROOM: 

Ғ08, F10: ENTRANCE Latch by thumbpiece inside. Key outside. 
Latch by knob/lever either side except when outside locked е 

by stop-button; then by key outside, knob/lever inside. L: H A 
Deadbolt by key outside, turnpiece inside. Deadbolt 9035 

deadlocks latch. 
F12: DORMITORY 
Latch by knob/lever either side except when outside 
knob/lever locked by stop-button or projected deadbolt. Й Е 
Deadbolt by turnpiece inside. Inside knob/lever retracts 9035 L ы 

atch and deadbolt simultaneously, leaving outside locked. 
Deadbolt deadlocks latch. 


F13: DORMITORY 


STOREROOM: 


Latch by thumbpiece or knob/lever inside. Key outside. 
Auxiliary latch deadlocks latch. 


F16: DEADLOCK i 
Deadbolt by key either side. 


Latch by knob/lever either side except when projected 
deadbolt locks outside knob/lever and deadlocks latch. l] ш Е17: DEADLOCK 
Deadbolt and latch by key outside. Deadbolt by turnpiece | 9035 v H Deadbolt by key outside and turnpiece inside. 


inside. Inside knob/lever retracts latch and deadbolt 
simultaneously, automatically unlocking outside knob/lever. 
F15: HOTEL : DEADLOCK 

Inside knob/lever always free, outside rigid. Latch by knob/ t by key one side only. 
lever inside, key outside. (When deadbolt projected by 
turnpiece all keys are shut out except emergency key). : 

Inside knob/lever retracts deadbolt and latch F29: DEADLOCK 
simultaneously. Auxiliary latch or deadbolt deadlocks latch. 
Indicator available. 


Deadbolt by key outside. 
Inside turnpiece will retract but will not project deadbolt. 
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MORTISE LOCKSET FUNCTIONS 


ANSI # Strike Marks Function | ANSI # Strike Marks Function 


WI] ‘sued ƏSIHON 


Ғ09: ENTRANCE 

Latch by knob/lever either side except when outside knob/ 
ever locked by key inside, latch retracted by key outside. 
Outside remains locked. Auxiliary latch deadlocks latch. 


F11: DORMITORY 

Latch by knob/lever either side except when outside 
knob/lever locked by stop-button or projected deadbolt. 
Deadbolt by key either side. Inside knob/lever retracts 
atch and deadbolt simultaneously leaving outside locked. 
Deadbolt deadlocks latch. 


F14: STOREROOM 


Deadbolt deadlocks latch. 


F24: APARTMENT HANDLE 

Latch by thumbpiece either side except when outside is 
locked by key inside. When outside is locked, latch 
retracted by key outside or thumbpiece inside. Auxiliary 
atch deadlocks latch. 


F25: STOREROOM “В” Body 
Latch by thumbpiece either side. 
Deadbolt by key either side. 


F25: STOREROOM 
Latch by thumbpiece either side except when outside 
thumbpiece locked by stop-button in front; then by key out- 


side. Deadbolt by key both sides. Deadbolt deadlocks latch. 


F30: INSTITUTION 
Both knob/levers rigid. Auxiliary latch deadlocks latch. 
Latch by key either side. 


F32: INTRUDER LATCH BOLT 

Latch by knob/lever either side except when outside 
knob/lever is locked from inside or outside by key. Latch 
operated by key from inside or outside. Auxiliary latch, 
deadlocks latch. Inside always open. 


CLASSROOM SECURITY 

Latch bolt retracted by knob/lever from either side unless 
outside is locked by key from either side. Auxiliary latch 
deadlocks latch bolt when door is locked. Inside knob/lever 
is always free for immediate egress. 


CLASSROOM SECURITY w/HOLDBACK 

Latch bolt retracted by knob/lever from either side unless 
outside is locked by key from either side. When locked, 
atch bolt retracted by key outside or knob/lever inside. 
Auxiliary latch deadlocks latch bolt when door is locked. 
Depress inside knob/lever and turn key 360° for holdback 


feature. Inside knob/lever always free for immediate egress. 


ENTRANCE 

Latch by lever either side except when both sides are 
locked by key inside, then by key outside. Auxiliary latch 
deadlocks latch. 


F33: DORMITORY 
Latch by knob/lever either side except when projected 
deadbolt locks outside knob/lever and deadlocks latch. 
Deadbolt and latch by key either side. Inside knob/lever 
retracts latch and deadbolt simultaneously, automatically 
unlocking outside knob/lever. 


F33: DORMITORY 
Latch by knob/lever either side except when projected 
deadbolt locks outside knob/lever and deadlocks latch. 
Deadbolt and latch by key either side. Inside knob/lever 
retracts latch and deadbolt simultaneously, automatically 
unlocking outside knob/lever. 
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IS 0/5 


Latch by knob/lever either side. Deadbolt by key either side. 


F35: STORE DOOR 

Latch by knob/lever either side except when outside knob/ 
lever locked by stop-button in front; then by key outside. 
Deadbolt by key either side. Deadbolt deadlocks latch. 


Non-Keyed Functions 


Ғ01: PASSAGE 
Latch by knob/lever either side. 


F02:BATHROOM * 

Latch by knob/lever either side. Deadbolt by turnpiece 
inside. Deadbolt deadlocks latch. To unlock from outside, 
remove emergency button, insert emergency key in 
access hole and turn. Optional coinkey assembly available. 


F19: PRIVACY * 

Latch by knob/lever either side except when projected 
deadbolt locks outside knob/lever and deadlocks latch. 
Deadbolt by turnpiece inside. Inside knob/lever retracts latch 
and deadbolt simultaneously, automatically unlocking 
outside knob/lever. To unlock from outside, remove 
emergency button, insert emergency key in access hole and 
turn. Optional coinkey assembly available. 


F22: PRIVACY 

Latch by knob/lever either side except when outside knob/ 
lever is locked by inside turnpiece. Turning inside knob/lever 
or closing door unlocks outside lever. To unlock from out- 
side, remove emergency button, insert emergency key in 
access hole and turn. Optional coin key assembly available. 


F31: EXIT 
Latch by knob/lever inside, non-removable blank trim 
or no trim outside. Auxiliary latch deadlocks latch. 


ELECTRICALLY LOCKED (Fail Safe): 

Outside always locked electrically. Open by key outside, 
switch or loss of power. Auxiliary latch deadlocks latch. 
Inside always open. 


ELECTRICALLY UNLOCKED (Fail Secure): 
Outside always locked until unlocked by key or electrically 
energized. Auxiliary latch deadlocks latch. Inside always 
open. 


E06072: CYLINDER BY TURNPIECE 


Deadbolt by inside turnpiece or outside key. 


E06082: COMMUNICATING 
SINGLE CYLINDER * 
Deadbolt by key from one side only. 


E06062: DOUBLE CYLINDER 
Deadbolt by key either side. 


E06092: CLASSROOM 
Deadbolt by outside key. 
Титріесе will retract but not project deadbolt. 


**PRIVACY INDICATOR AVAILABLE 
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TURNPIECE X 
Deadbolt by inside turnpiece. ы 


NioRTISE LOCKSET PARTS 


RR: 2-9/16" dia. | RW: 2-9/16" dia. | RQ: 2-1/4" dia. | RS: 2-1/4" dia. | RX: 2-9/16" sq. | RK: 2-9/16" sq. 


© 


KRW10 Round knob/ball assembly 


KRW20 Ball knob/ball assembly 


KRW30 Ball knob/ball assembly 


KRW60 Eclipse knob/ball assembly 


^ 1 К-ТЕМР Temporary Trim 
KRQ60 K-TEMP K-TEMP-G3 Temporary Trim less cyl 


Complete knob/rose assemblies both sides (includes spindles). 


Lever / Rose Kits ——— —————————— —— —— —— —— —— —— ——— — —— ————— —— —————— * Specify handing 


(С 7—4) | (ee 
хе i KRW92 


KRR44 


( 4 KRW52* 


KRW83* 
KRR57* KRW96 


222 FINISHGROUPS O O 
PART # DESCRIPTION 10, is 
10B, 26 


ROSE WITH | SMALL ROSE WITH f d : : 
RING RR RING RQ Complete lever/rose assemblies both sides (includes spindles). 
Stanhope lever/rose kit 186 280 280 280 +30 
Monaco lever/rose kit 186 280 280 280 FOR ALL 
Brompton lever/rose kit 186 280 280 280 FINISHES 


Ze Complete lever/rose assemblies both sides (includes spindles). aaa 


Madison lever/rose kit 


Towne lever/rose kit 


Maxwell lever/rose kit 

Omni lever/rose kit +30 
Plaza lever/rose kit FOR ALL 
Dayton lever/rose kit FINISHES 


Crescent lever/rose kit 


American lever/rose kit 


Titan lever/rose kit 
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Mortise Parts, Trim 


NioRTISE LOCKSET PARTS 


Dummy Cylinder, Collars & Turnpieces 


е Ш s s]: [Za |= |> 


Emergency hole cover 
Tapered collar, solid brass, 5/16" high 


1604 9271 9273 9275 


Ç х Фа, Spring collar, 7/16" high 
D Q Mortise spacer, wrought brass, 1/8" high 
— O (9 Plastic spacer ring, 1/16" 
$8516 


= " i 
S 9277 9279 $8519 Tapered collar, wrought brass, 3/8" high 
2 8511 Madison cylinder collar 
79 Dummy cylinder, inside 
£5 
> ° @ Dumny oylinder, outside 
=! А1605 0 Emergency coinkey 
3 ONLY 32D A9276 Square cylinder collar, 1-3/4” x 5/16” 
~ |A7615  |Occupancy indicator 
© Ө ғ ч 2 А7616 Square Turnpiece Rose 
ШШ CR Collar, wrought brass w/insert, 1/2" high E 
CAS 9 = Bo 
O | = Ç Hotel indicator plate ass'y for rose trim 
e € x t U7 Оссирапсу indicator plate ass'y for rose trim 
A9624 A9119 A9615 A7616 A7271 | 
Strikes —— r 


NO LIP CURVED LIP 
оо о E v 5035 9035 9035-15 E 
[9] 


о 41 3-1/2" 2-1/2" 
- -1 3-1/8" 2-1/2" 
9 ° i 2 қ 
© - 4-7/8 = 
9038 4035 3135 4 4-718" - 


4-7/8" | 1-1/4" | 4-1/8" 


* For extended 3 Mou . 5035M к Curved 1 4-7/8" | 1-1/4" | 4-1/8" 
consult factory. STRAIGHT LIP Lip 4 4-7/8" | 1-4/4" | 4-1/8" 
UBT HER 4-7/8" | 1-1/2" | 4-1/8 
DUST BOX о -1 4-7/8" 4-1/8" 
[] Straight лм" | 4-7/8" 4-118" 
Lip 
| 4-7/8" 4-1/8" 
О 
: Specify handing. 
9036 4036 Hospital t 
P Extended lip strikes from 1-1/4" - 2", Add $16. 
*Extended lip strikes over 2", consult factory. 
Spindles 


22 9289 2-1/2" LONG, HOOK SPINDLE, 2 PIECE 
4-3/4" LONG, SWIVEL SPINDLE 
SPINDLE/SPRING ASSEMBLY FOR LEVERS, 5/16", 1-5/8" L 


A5685-BE |CAM/SPINDLE SPRING ASSEMBLY EXTERIOR 
A5684-BE |CAM/SPINDLE SPRING ASSEMBLY INTERIOR 


QD 
A5685-BE А5684-ВЕ 
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Trim Lock PARTS 


NEW YORKER 
BARRIER 
NY 
Ü 10" PLATE 
А NEW YORKER 
CAMBRIDGE | | © 
f NS 
св 
ке 7" PLATE 
CLASSIC ROYALE 
CL RY 
CAPITOL TOWNE 
СР ТМ 
CROWN = WHARTON 
св О WT 
DRAKE 2-9/16" DIA. 
ROSE W-RING 
DR 


Mortise Parts, Trim 


DAGS с 2-9/16" DIA. 
PLAIN ROSE 
DV : 
SMALL ROSE 
HR W-RING RQ 
MABISON 2-1/4" DIA. 
f SMALL ROSE 
МА E: 
SQUARE 
NE ROSE RX 


2-9/16" SQ. 
SQUARE 
ROSE RK 


SQUARE 
TURNPIECE 
ROSE 
A7616 
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Trim Lock PARTS 


Knob / Lever Design 


KNOB/LEVER 


ROUND KNOB @ 10 


BALL KNOB » 20 
BALL KNOB 


ECLIPSE KNOB ad 


STANHOPE LEVER Ща A4 | | 


= 
° 
= 
Ф 
Ф 
U 
@ 
= 
ED 
=! 
з 


MADISON LEVER I А 52 1 


MONACO LEVER La 57 


BROMPTON LEVER 55 
TOWNE LEVER = 
MAXWELL LEVER = 77 
OMNI LEVER 


=e Xu x |= |=] = |=] 
И s| = |w = |= |w |w ж [= |w 
БІЛЕ ӘЛЕН | e [ш [ты | w | [ты [в | w pw 
L G s n. 
ma Eo s [ow [ow [ow [o [ow [am | 


Handle Design 


CB11-29 CT11-19 CR41-39 GE41-39 GC11-39 GM11-19 GT11-39 
Cambridge Claremont Crown Georgetown Grand Crown Grand Madison Grand Towne 
17" x 2-3/4" x 1/8" 16-1/4" x2" x 3/8" 16" x 3-7/32" x 11/16" 18" x 2" x 5/8" 16" x 2-5/32" x 3/8" 17" x 2-1/8" x 3/8" 16-3/4" x 2-1/4" x 3/8" 
o О О О О О 
о © о ә о IO 
| [| 1 Шан 
ЗЕ 356 427 427 493 427 356 427 
15 408 480 480 544 480 408 480 
HR11-19 MA11-19 NE11-19 РО41-39 ТМ41-39 WT11-19 
Heritage Madison Newport Portland Towne Wharton 
17-5/8" x 2-3/4" x 3/8" 15-1/2" x 2-5/32" x 3/8" 17-1/8" x 2-15/16" x 1/2" 17" x 3-11/32" x 11/16" 16-3/8" x 2-1/4" x 3/8" 16-1/4" x 3" x 3/8" 
I ° Ы о 
( В $ o 
ЗЕ 356 356 524 427 445 
15 408 408 445 575 480 498 
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Trim Lock PARTS 


How To Order Example 
for Knob & Lever Assemblies 


3. 
anes Design Trim Ge Knob/Lever Design Ges 


РІ АТЕ/НО5Е TRIM DESCRIPTION KNOB DESIGN FINISH OPTIONS = 
DESIGN 4 10 (Pg. 10) (Pg. 10) E 
O BA (1 RR Г1 01 Outside knob/lever/cylinder 7 2 Oo 3 Ee 
п CB (1 RW [1 02 Inside knob/lever/turnpiece 30 [1 3E B 
CL RQ J = 
g g (1 03 Inside knob/lever/cylinder 60 [1 4 © 
Oo cp Ц RS П = 
T cR A R (7 04 Inside knob/lever only 10 
F1 DR CT 05 Outside cylinder only [1 10B 
O DV (71 06 Outside knob/lever LEVER DESIGN (1 15 
[1 сс lemergency coinkey п 4 Cl 8 п 26 
d us 71 07 Outside hotel os ns C] 26D | 
o er (1 08 Outside knob/lever only [1 55 Cl 86 O 32D Specify 
[] HR g 57 g o [1 Special * Keying 
[] MA п 72 Cl 96 = ° Handing 
[] NE ПТ ° Door Thickness 
Cl NY 
[1 78 
(1 NS 
[] PO 
[] RY 
1 TN 
Cl WT 


How To Order Example 
for Handle Assemblies 


PO41-39 


1: 
Handle Assembly Design 


HANDLE ASSEMBLY DESIGN FINISH OPTIONS 

CH CBi1-29 Cambridge 7] HR11-19 Heritage (Pg. 10) (Pg. 10) 

CT CT11-19 Claremont 1 MA11-19 Madison Ш) ЗЕ 

[] CR41-39 Crown CT NE 11-19 Newport п 15 

(1 GE41-39 Georgetown C] PO41-39 Portland п Special 

(1 GC11-39 Grand Crown [] TN41-39 Towne — _ 

(1 GM11-19 Grand Madison CT WT11-19 Wharton 

ГЛ GT11-39 Grand Towne Specify 
* Keying 
° Handing 


* Door Thickness 
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= 
o 
[9] 
2 
KA 
Ф 
== 
wn 


jeoupurjAd 


How To ORDER CYLINDRICAL LOCKSETS 


How To Order Example 
for EFS Locksets 


Gees 


BEE Series Marks SE 


SERIES 


Cylindrical Locksets: 
280R, 170, 170R, 270, 270R, 37 
470R, 175, 175R, 195, 195R, 29 
395, 495, 495R 


CYLINDRICAL FUNCTIONS 
FUNCTION 


PASSAGE 

PRIVACY 

HOSPITAL/PRIVACY F 
PATIO 

COMMUNICATING 

ENTRY 

ENTRY 

EXIT 

CLASSROOM 

STOREROOM 

INSTITUTION 

VESTIBULE 

EXIT 

CORRIDOR 

HOSPITAL/PRIVACY F 
STORE DOOR (95 SERIES ONLY) 
SERVICE STATION LOCK 
HOTEL 

ENTRANCE 

CLASSRM. INTRUDER 
COMMUNICATING PASSAGE 
COMMUNICATING STOREROOM 
COMMUNICATING CLASSROOM 
ELECTRONICALLY LOCKED 
ELECTRONICALLY UNLOCKED 


DUMMY TRIM OUTSIDE 
FULL DUMMY 
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FINISH 


110, 110R, 210, 210R, 180, 180R, 280, 


0, 470, 
5, 295R, 


Polished Brass, Clear Coated 
Satin Brass, Clear Coated 
Satin Bronze, Clear Coated 
Dark Bronze, Clear Coated 
Polished Chrome, Plated 
Satin Chrome, Plated 
Polished Stainless Steel 


ANSI # Satin Stainless Steel 


F75 
F76 
76 MOD. TRIM MODIFICATIONS 


Р77 Tactile knob/lever, coated ext. only 
Ғв0 ТасШе knob/lever, knurled 
F81 Large rose 3-1/8" diameter 
F82A Tactile knob/lever, coated int. & ext. 


F83 DOOR THICKNESS 


F84 2" (50 mm) 
F86 2-1/4" (57mm) 
F87 Over 2-3/8" - 4" 


ЕЗ8 LATCH 


F89 2-3/4" backset, 1-1/8" x 2-1/4" face 
F90 2-3/8" backset, 1" x 2-1/4" face 
2-3/4" backset, 9/16" throw, Gr. 1, UL Listed 

20 MOD: 2-3/4" backset, 3/4" throw, Gr. 1 

F91 5" backset, 9/16" throw, Gr. 1 

F92 3-3/4" backset, 9/16" throw, Gr. 1 

F93 2-3/8" backset, 1-1/8" x 2-1/4" face 

F109 2-3/4" backset, 1" x 2-1/4" face 


F110 TRIM CHANGES 


F111 Yale conventional 
F112 Sargent conventional cylinder 
F113 Corbin conventional cylinder 
Unit lock retrofit kit 
Corbin 6 pin IC core 
Corbin 7 pin IC core 
Yale 6 pin IC core 
Yale 7 pin IC core 
Schlage 6 pin IC core 
Sargent IC core 
Medeco IC core large format 


CYLINDER 


Special optional keyway 
Less cylinder 


STRIKE 


4-7/8" ASA strike 
2-3/4" “T” strike 


OPTIONS 


631-225-5400 ° 1-800-526-0233 * Fax 631-225-6136 * ©2012 MARKS USA 


ANSI # 


605 


606, 606E 


612E 
613E 
625 
626 
629 
630 


258 
27 
27 
18 
18 
18 
18 
18 


PRICE 


35 


Deduct 15 
PRICE 


9 
NC 


80 LINE Grape 1 CYLINDRICAL KNOBSETS 
W ANSI-A156.2 ° Grade 1 Series 180/180R • 2-3/4" Backset 
3 Hour Fire Rating Series 280/280R * 2-3/4" Backset 


80 Series Knobsets Shown Below Standard Features 


° Backset: 2-3/4" 

* Latch #1834, Front: 1-1/8" x 2-1/4" 

° Throw: 9/16"; Stainless steel nose 

° Knobs: 2-1/4" dia. (180) round; 2-3/16" dia. (280) ball 

* Roses: Adjustable both sides; Steel reinforced 2-3/4" dia. 
° Strike: #1135, 4-7/8" ASA curved lip strike 

° Door thickness: 1-5/8" to 1-7/8" 

° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


FUNCTION 
N - PASSAGE 

PRIVACY 

PATIO 


COMMUNICATING 


So 
= Ф 
= 
— 
ee 


F86 


F88 
F89 
F90 
HOSPITAL/PRIVACY MOD. F90 MOD. 
SERVICE STATION LOCK F92 
CLASSROOM INTRUDER F110 
DUMMY TRIM OUTSIDE 
FULL DUMMY TRIM 
COMMUNICATING PASSAGE 
COMMUNICATING STOREROOM 
COMMUNICATING CLASSROOM 


KNOBS ARE PACKED 12 PER CASE 

NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
* |C Core Models: Tailpieces included, core not included 

% IC Core Models in US3 Finish: Add $42.00 to list price 


OPTIONS CODE PRICE 180 Series Knobset Shown Below | 280 Series Knobset Shown Below 
For 2" doors NC 
For 2-1/4" doors 48 7 See TA x Суйе 
2-3/8" backset, 1" x 2-1/4" face NC “a (f 7—0 
2-3/4" backset, 3/4" throw, Gr. 1 
5" backset, 9/16" throw, Gr. 1 39 
3-3/4" backset, 9/16" throw, Gr. 1 39 
Less cylinder Deduct 15 
2-3/4" “Т” strike NC 


Ж Standard & HI-SECURITY™ IC Core Models: 
Interchangeable Core models for 6 or 7 pin cores (not included). 
Accepts: Marks, Marks HI-SECURITY™, Medeco®, KeyMark™, Falcon, 
Schlage® small format & Best®. IC Core Tailpieces ARE Included. 
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10 LINE Grape 2 CYLINDRICAL KNOBsETS 
W ANSI-A156.2 ° Grade 2 Plus Series 110/110R • 2-3/8" Backset 
3 Hour Fire Rating Series 210/210R ° 2-3/8" Backset 


10 Series Knobsets Shown Below Standard Features 
° Backset: 2-3/8" 
e Latch #1138, Front: 1" x 2-1/4"; Throw: 1/2"; Stainless steel nose 
° Knobs: 2-1/4" dia. (110) round; 2-3/16" dia. (210) ball 
° Roses: Adjustable both sides; Steel reinforced 2-3/4" dia. 
° Strike: #1136, 2-3/4" “Т” strike 
° Door thickness: 1-1/4" to 1-7/8" 
° Cylinder: MARKS “С” keyway, 6 ріп w/ 2 keys 


rc 
° 
о 
2 
wn 
Ф 
== 
wn 


jeoupuljAd 


PASSAGE 
PRIVACY 

PATIO 
COMMUNICATING 


STOREROOM 
INSTITUTION 


DUMMY TRIM OUTSIDE 

FULL DUMMY TRIM 
COMMUNICATING PASSAGE 
COMMUNICATING STOREROOM 
COMMUNICATING CLASSROOM 


KNOBS ARE PACKED 12 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish * Special finishes, consult factory 
* |C Core Models: Tailpieces included, core not included 
IC Core Models in US3 Finish: Add $42.00 to list price 


OPTIONS CODE PRICE 110 Series Knobset Shown Below 210 Series Knobset Shown Below 


For 2" doors NC 
? ІС Соге ІС Соге 
For 2-1/4" doors 48 € (де Ser wr 
2-3/4" backset, 1-1/8" x 2-1/4" face NC IMA ы 
2-3/4" backset, 9/16" throw, Gr. 1, UL Listed 39 
2-3/4" backset, 3/4" throw, Gr. 1 
Solid latch for electric strike 39 
3-3/4" backset, 9/16" throw, Gr. 1 39 
Less cylinder Deduct 15 
4-7/8" ASA strike with curved lip 11 


Ж Standard & HI-SECURITY™ IC Core Models: 
Interchangeable Core models for 6 or 7 pin cores (not included). 
Accepts: Marks, Marks HI-SECURITY™, Medeco®, KeyMark™, Falcon, 
Schlage® small format & Best®. IC Core Tailpieces ARE Included. 
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95 LINE Grape 1 CYLINDRICAL SURVIVOR LEvVERSETS 
- ANSI-A156.2 ° Grade 1 SURVIVOR SERIES 
3 Hour Fire Ges Series 195/195R, 295/295R, 395, 495/495R e 2-3/4" Backset 


95 Series Leversets Shown Below Standard Features 


° Backset 2-3/4" 

* Latch #1834, Front: 1-1/8" x 2-1/4"; Throw: 9/16"; Stainless steel nose 
° Levers: Solid cast Zamac; w/ 1/2" return (except 395 & 495) 

° Roses: Thru-bolted, 3-7/16" dia., spring loaded 2-#10 thru-bolts 

* Strike: #1135, 4-7/8" ASA curved lip strike 

° Door thickness: 1-5/8" to 1-7/8"; For 1-3/8" door use K1904 spacer 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 


PASSAGE F75 
PRIVACY F76 
HOSPITAL/PRIVACY F76 MOD. 
PATIO F77 
COMMUNICATING F80 


F83 
F84 
F86 
F87 
F88 
F89 
Ғ90 

HOSPITAL/PRIVACY F90 MOD. 

STORE DOOR F91 

SERVICE STATION LOCK 

HOTEL 

CLASSROOM INTRUDER 

DUMMY TRIM OUTSIDE 

FULL DUMMY TRIM 

COMMUNICATING PASSAGE 

COMMUNICATING STOREROOM 

COMMUNICATING CLASSROOM 


Marks T Antimicrobial Finish Available - Option Code: AM - Add $30 LEVERS ARE PACKED 6 PER CASE 
NOTE: Split designs and/or finishes are priced at the highest design and/or finish ° Special finishes, consult factory 
*ELECTRIFIED FUNCTIONS: 100% Duty Cycle 24V AC/DC, supplied with bridge rectifier : EU - 210 ma; EL - 125 ma * |C Core Models: Tailpieces included, core not included 


OPTIONS CODE PRICE-195 295 
For 2" doors 195 Series Leverset Shown Below | 295 Series Leverset Shown Below 


For 2-1/4" doors 
Over 2-1/4" - 4" thickness _ ТЕ 
2-3/8" backset, 1" x 2-1/4" face SS CR (52 чи Cylinder 
2-3/4" backset, 3/4" throw, Gr. 1 (О Wasa (ON, ` сд 2 

2 | 


5" backset, 9/16" throw, Gr. 1 
3-3/4" backset, 9/16" throw, Gr. 1 
Less cylinder 

2-3/4" “T” strike 


495 Series Leverset Shown Below 


le conventional ИН чл Бен == МОТЕ: 395 бегі С у 
Үа eries 
⁄ 


Sargent conventional cylinder < IS NOT Available ZE, 
Corbin conventional cylinder HO eee (А-а. 

Corbin 6 ріп ІС core ке e - Қ 6 е. 

Corbin 7 ріп ІС core wt А S Ж 

Yale 6 ріп ІС core ic — 4 bn 

Yale 7 pin IC core 

Schlage 6 pin IC core 

Sargent IC core * Standard & HI-SECURITY™ ІС Core Models: interchangeable Core models 


for 6 or 7 pin cores (not included). Accepts: Marks, Marks HI-SECURITY?", Medeco®, O) 


Medeco IC core large format (Fa 2 | — | — | — | KeyMark™, Falcon, Schlage® small format & Best®. IC Core Tailpieces ARE Included. 
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S 2 
= Ф 
o9 
ЕЕ 
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75 LINE Grape 2 Ceuwpptc SURVIVOR LeEvERsETS 
2 ag ene L ae Backset 


75 Series Leverset Shown Below Standard Features 
° Backset: 2-3/4" 
* Latch #1134, Front: 1-1/8" x 2-1/4"; Throw: 1/2"; Stainless steel nose 
° Levers: Solid cast Zamac; w/ 1/2" return (except 370 & 470) 
° Roses: Thru-bolted, 3-1/4" dia., spring loaded 2-#10 thru-bolts 
° Strike: #1145, ASA strike 
° Door thickness: 1-5/8" to 1-7/8"; For 1-3/8" door use K1704 spacer 
° Cylinder: MARKS “С” keyway, 6 ріп w/ 2 keys 


leen 275, 375, 475 175, 275, 375, 475 


r- 
° 
о 
2 
Ka 
br 
== 
wn 


jeoupuljAd 


PASSAGE 
PRIVACY 

PATIO 
COMMUNICATING 


SERVICE STATION LOCK 

HOTEL 

DUMMY TRIM OUTSIDE 

FULL DUMMY TRIM 

COMMUNICATING PASSAGE 

COMMUNICATING STOREROOM 

COMMUNICATING CLASSROOM 
Marks USA Antimicrobial Finish Available - Option Code: AM - Add $30 LEVERS ARE PACKED 6 PER CASE 
NOTE: Split designs and/or finishes are priced at the highest design and/or finish е Special finishes, consult factory 
“|С Core Models: Tailpieces included, core not included 


OPTIONS CODE PRICE-175 275 175 Series Leverset Shown Below | 275 Series Leverset Shown Below 


For 2" doors 

For 2-1/4" doors 

2-3/8" backset, 1" x 2-1/4" face es 2-15 би тақ”. Cylinder 
2-3/4" backset, 9/16" throw, M = (Q)~ See, 


Gr. 1, UL Listed 

2-3/4" backset, 3/4" throw, Gr. 1 

5" backset, 9/16" throw, Gr. 1 

3-3/4" backset, 9/16" throw, Gr. 1 

Less cylinder G3 |Deduct 15 


2-3/4" T strike 
- NOTE: 370 Series IC Core 
^ IS NOT Available а A Cylinder 
=s... with IC Core EL. 


Шо И -- 


— conventional cylinder SEE e ^ е ZA... 

Corbin conventional cylinder ; 3 S ll (2; yp Ne 

Corbin 6 pin IC core С i Le 7% 

Corbin 7 ріп ІС core 

Yale 6 ріп ІС core 

Yale 7 ріп ІС core * Standard & HI-SECURITY™ IC Core Models: interchangeable Core models 
Schlage 6 pin IC core for 6 or 7 pin cores (not included). Accepts: Marks, Marks HI-SECURITY™, Medeco®, (%) 
Sargent ІС core KeyMark™, Falcon, Schlage® small format & Best®. IC Core Tailpieces ARE Included. 


Mececo 1c core исе omt — [rn] э | — | — | — | 
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RESIDENTIAL INTERIOR CYLINDRICAL LOCKSETS 


1120 Series Knobset Shown Below Standard Features гурс 
LUNES XE 1-1/8" x 2-1/4" face 


* Knobs: 2" diameter ball; Roses: 3" diameter 
° Backset: 2-3/8" standard, 2-3/4" optional 4-7/8" ASA Strike 
Be 6-3/4" EE * Latch: Stainless steel latch bolt, 1/2" throw; 1" x 2-1/4" front on 
2-3/8" backset; 1-1/8" x 2-1/4" front on 2-3/4" backset KEYING 
төө ` ° Cylinder: Marks “С” keyway, 6 pin w/ 2 keys Keyed Different (KD) 
2 * Strike: 2-3/4" "T" standard, 4-7/8" ASA optional Standard 
° Door Thickness: 1-3/8" to 1-3/4" : 
* Life Test: 400,000 cycles minimum ed 
posu . 
N 
L 


ge 
5% 
< Тө) 
=l 


FUNCTION | FINISHGROUPS | | Master Keyed (MK) 
3580р | Optional 


PASSAGE 61 


Grand Master Keyed 


PRIVACY 64 (GMK) Optional 


ENTRY 92 Great Grand Master Keyed 
STOREROOM 92 (GGMK) Optional 


DUMMY TRIM OUTSIDE 42 Great Great Grand Master 
KNOBS ARE PACKED 20 PER CASE Keyed (GGGMK) Optional 


OPTIONS | CODE PRICE 


2- 3/4" Backset, 
1-1/8" x 2-1/4" face 


4-7/8" ASA Strike 


Backset: 2-3/8" Backset: 2-3/4" | FINISHGROUPS | 

‚ ELC. LATCH | THROW | Ent: т" x 2-1/4" | Front: 1-1/8" x 2-1/4" 10, 10B 
ENTRANCE 48 
Grade 2 1/0" PRIVACY 39 
1/2" Throw PASSAGE 
9/16" 
“a Grade 1 
3/4" Throw 


| 3v | — — |] 1832A(US 26D ONLY) [ENTRANCE 
Ет a ENTRANCE 


D PART DESCRIPTION 
ü °] 3 E 4-7/8" ASA strike, curved lip 
| IN ] Ë STRIKES 1136 ` |2-3/4" "T" strike widust box, curved Їр 
0 9 0 1136-M |2-3/4" “Т” strike w/dust box, straight lip 
1135 1136 1136-M жыны ee chins K1904 |For 1-3/8" door (2 per set), 3-7/16" dia. 


ж e D 1825 КМОВ 5РАСЕН RINGS s For 1-3/8" door (2 per set), 2-3/4" dia. 


1855 PART DESCRIPTION 
EXTENSION LINK —— 3-3/4" 
IÑ a For use with 2-3/4" 1855 |5" 
| | M IW N = Grade 1 backset latch 1855-P |5" (Grade 1; L, P functions only) 
ІШ ІШ | | = BRIDGE RECTIFIER 1901  |Bridge rectifier 24 V AC/DC (no finish) PA 
V V V CYLINDER RETAINER | 1997 [Lever handle cylinder retainer зу 
1904 17044: Ков04 1901 LATCH REINFORCER 1836 [For 1-3/4" hollow metal door | o J 
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Edge 


Cylinders 


Conventional 
Cylinder 


FOR 
KEYS & KEYING, 


IC Core Cylinder 93 


(Will Fit Best® Housings) 


Specify Tailpiece; Tailpiece Not Included. 


Cylindrical Lock Tailpieces 


SEE PAGE 


CYLINDRICAL LOCK ACCESSORIES 


PART # DESCRIPTION PRICE 


6 Pin, w/2 nickel-silver keys 
6 Pin, w/2 nickel-silver keys 
6 Pin core, uncombinated 
7 Pin core, uncombinated 
6 Pin core, combinated 
7 Pin core, combinated 
6 Pin core, construction core 
Plastic core turnknob 
IC core pricing includes KA, KD or MK Keying. 
* Consult Factory on pricing of IC Cores when ordered with Locksets. 


PART # | CODE FUNCTION CYLINDER PRICE 


1903S 


1903 9 
1903S 59 


AB, В, DA (ext.), DW, F, FEL, FEU 
5, DA (int.), DB, DC, SB, T 


MARKS 1982 


Arrow PK 100C, Ilco 705, Lori 1539, 


1903-L 19 АВ, В, DA (ехі.), DW, F, FEL, FEU 
1903S-L SL9 S, DA (int.), DB, DC, SB, T 


Sargent 13-3266, Abloy, ASSA 65673, 65691 
AB, B, DA (ext.), DW, F, FEL, FEU 


1903 1903-L 1903S-L 
С) 
cB, BS = 
l 
F1903-C Е19035-С А1903Н 


Cylindrical ІС Core Tailpieces 


S <> ) ) y ) 
ТОЛ 8 Ты | | FO 
N Su we SSA N 

[ ~J d 
HR1984 HR1984S HR1984-G HR1984S-G 
«Фе 4o LY 
| у | E | Lon’) 
AR1989-Y AR1989S-Y AR1999-M AR1999S-M 
Ол Ол „ 
CS CR. GI Q 
F1903-F19 F1903S-F19 R1981 R1983 


For Keying information see Pages 32-33. 


F1903-C 
F1903S-C 


S, DA (int), DB, DC, SB, T 
H 


Schlage 23-001, Primus, 
Corbin-Russwin 2000-034 
Marks 1982H, Schlage 23-014 


6 or 7 pin Marks, KSP, Best?, 
Falcon, Medeco®, Keymark", 


HR1984 R1 AB, B, DA (ext.), DW, F, FEU, FEL 
НА19845 RS S, DA (int.), DB, DC, SB, T Sargent®, Schlage° Small Format 
HR1984-G RG9 AB, B, DA (ext.), DW, F, FEU, FEL . : 

: = 6 or 7 pin Corbin 
HR1984S-G RSG S, DA (int.), DB, DC, SB, 
AR1989-Y 9MY AB, B, DA (ext.), DW, F, FEU, FEL Г 

: = 6 or 7 pin Yale 
AR1989S-Y 95Ү S, DA (іп), DB, DC, SB, 

9M AB, B, DA (ext.), DW, F, FEU, FEL Medeco* 


AB, DW, F 
S, DA (int), DB, DC, SB, T 


DB 
Pues [=| араат | “ew * | 
F1903S-F19 S, DA, DB, DC, SB, T Large Format 
кэ | — s — ЕСІН 
Rus | — bs — [| 


95М Medeco® 


How To Order Example for Cylindrical Lock Cylinders & Tailpieces 


WERNER -| 9__ 


1. 2. 
Cylinder Flnish 


See list of cylinders available. 


66 


1 3 п 26 [Special Tailpiece & keying 
11 4 п 260 information must бе 
1 10 (3 3 included in the 
П 108 1 32D option section. 
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CYLINDRICAL KNOB/LEVER FUNCTIONS 


ANSI#CODE MARKS FUNCTION ` ANS CODE 

ЕТИ М ЕВ2А........ 
sn t ЗБРОЯ L F83 ......... 
F76 (МОр)................ LK ЕВ84......... 
EE Р Е86 ......... 
аке DC F0Z............ 
[S]. EE A F88 ......... 


ANSI # CODE 
F75 PASSAGE: 


Latch by knob/lever either side. 


F76 PRIVACY: 

Latch by knob/lever either side unless outside knob/lever 
locked by push-button from inside. Outside unlocks by 
turning inside knob/lever, outside emergency turn or 
closing door. 


F76 (MOD.) HOSPITAL/PRIVACY: 

Latch by knob/lever either side unless outside knob/lever 
locked by push-button from inside. Outside unlocks by 
turning inside knob/lever, outside emergency turn-knob 
or closing door. 


F77 PATIO: 

Deadlocking latch by knob/lever either side unless outside 
knob/lever locked by push-button inside. Unlocks by 
turning inside knob/lever or closing door. 


F80 COMMUNICATING: 
Key both sides. Locks or unlocks either knob/lever 
independent of the other. Deadlocking latch. 


F81 ENTRY: 

Deadlocking latch bolt by knob/lever either side except 
when outside locked by turn-button inside. When outside 
locked, key outside or knob/lever inside opens lock. 
Turn-button operated manually. 


F82A ENTRY: 

Deadlocking latch by knob/lever either side. Outside 
locked by push-button inside. When outside locked by 
push-button inside, key opens lock, unlocks push-button. 
Inside knob/lever always opens latch. Closing door does 
not release push-button. 


F83 EXIT: 

Deadlocking latch by knob/lever either side except when 
outside locked by turn-button inside. Inside knob/lever 
always opens latch. Turn-button operated manually. 


F84 CLASSROOM: 
Deadlocking latch by knob/lever inside. 
Outside knob/lever locked or unlocked by key. 


F86 STOREROOM: 
Deadlocking latch by knob/lever inside, key outside. 
Outside knob/lever always locked. 


F87 INSTITUTION: 
Both knob/levers always locked. 
Deadlocking latch by key both sides. 


F88 VESTIBULE: 

Deadlocking latch by knob/lever either side, except when 
outside knob/lever locked by key inside. Key outside 
retracts deadlocking latch. Inside always open. 


F89 EXIT: 
Deadlocking latch by knob/lever inside. 
Outside always locked. 


F90 CORRIDOR: 
Deadlocking latch by knob/lever either side unless outside 
locked by key or inside push-button. Unlock by key, turning 
inside knob/lever or closing door. 


MARKS FUNCTION 


ANSI# CODE MARKS FUNCTION ANSI# CODE 
OO ааа T ашаны ға F109 ........ 
FOO: Sens ech sedans adobe Put de T ЕЛО ы a 
F90 (MOD.) oscars кк TK ETT oan 
F91 (95 Series Leverset ONLY) GB F112 еа 
ЕӨЗ асыры АРАДЫ И В5 E113. hei 
ЕӨЗ irse essei mda e dE är H 


ANSI # CODE 
F90 (MOD.) HOSPITAL/PRIVACY: 


Deadlocking latch by knob/lever either side unless outside 
locked by knob/lever or inside push-button. Unlock by 
turn-knob, turning inside knob/lever or closing door. 


F91 STORE DOOR 

(95 Series Leverset ONLY): 

Deadlocking latch by knob/lever either side except when 
both knob/levers are locked by key from either side. 


F92 SERVICE STATION LOCK: 

Deadlocking latch by knob/lever either side unless outside 
locked by key or inside push-button. Unlock by key, turning 
inside knob/lever or closing door, except when slotted 
push-button is turned in locked position. Inside knob/lever 
always opens latch. 


F93 HOTEL: 

Deadlocking latch by knob/lever inside. Outside knob/lever 
always locked. Inside push-button projects indicator on 
cylinder face shutting out all keys except emergency key. 
Turning inside knob/lever or closing door releases 


Outside locked by pushing turn-button inside. Key outside 
opens lock. Rotating inside knob/lever releases button and 
outside knob/lever. By pushing and turning inside button, 
outside knob/lever remains locked. Deadlocking latch. 


F110 CLASSROOM INTRUDER: 

Deadlocking latch by knob/lever either side, except when 
outside locked by key inside. Key outside locks or unlocks 
outside. Inside always open 


DUMMY TRIM: 
Both sides, rigid. 


F111 COMMUNICATING PASSAGE: 


Blank outside. Deadlocking latch by knob/lever inside. 


F112 COMMUNICATING STOREROOM: 
Blank outside. Deadlocking latch by key only. 

Knob/lever always locked. 
F 


113 COMMUNICATING CLASSROOM: 
ank outside. Inside knob/lever locked or unlocked by key. 
Deadlocking latch. 


ELECTRICALLY LOCKED - FEL 

(Fail Safe): 

Outside always locked electrically. Open by key outside, 
switch or loss of power. Deadlocking latch by lever inside. 
Lever only. 


ELECTRICALLY UNLOCKED - FEU 


(Fail Secure): 
Outside always locked until unlocked by key or electrically 
energized. Deadlocking latch by lever inside. Lever only. 


MARKS FUNCTION 
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Cylindrical 
Locksets 


How То ORDER TUBULAR LOCKSETS 


How To Order Example for Tubular Locksets 


SERIES FINISH 


Tubular Locksets 1 ЫД —Á——M— 

Cylindrical Cartridge 1 Polished Brass, Clear Coated 605 
Polished Brass “PVD” 605E 

Satin Brass, Clear Coated 606, 606E 
Satin Bronze, Clear Coated 612E 
DESIGN Dark Bronze, Clear Coated 613E 

Rose with ring 2-9/16" dia. RR Satin Nickel 619, 619E 
Plain rose 2-9/16" dia. RW Polished Chrome, Plated 625 
Small rose with ring 2-1/4" dia. RQ Satin Chrome, Plated 626 
Small rose 2-1/4" dia. RS Polished Stainless Steel 629 
Square rose 2-9/16" square RX Satin Stainless Steel 630 


KNOB/LEVER OPTIONS 
DESIGN 


Round, wrought 10 TRIM MODIFICATIONS 
eu Weck | ТасШе knob/lever, coated ext. only 
Eclipse forged 60 Tactile knob/lever, knurled 

' Tactile knob/lever, coated int. & ext. 

DESIGN 
DOOR THICKNESS 

Palace 42 13! 
Madison 52 4-3/8" 
Monaco 57 
Royale 62 LATCH 
Towne 72 2-3/4" backset, 1-1/8" x 2-1/4" face 
Maxwell 77 2-3/8" backset, 1" x 2-1/4" face 
Omni 78 2-3/4" backset, 9/16" throw, Gr. 1, 
Plaza 82 UL Listed With Cylindrical Cartridge* 
Dayton 83 2-3/8" backset, 1-1/8" x 2-1/4" face 
Crescent 86 2-3/4" backset, 1 x 2-1/4" face 
American 92 Adjustable latch 1-1/8" x 2-1/4" face 


Titan 96 TRIM CHANGES 


TUBULAR FUNCTIONS For 1-1/2" borg 
STRIKE 


4-7/8" ASA strike 
TUBULAR LOCKSETS 2-3/4" "T" strike 
PASSAGE 3-5/8" Security strike 


PRIVACY 2-1/4" Curved lip strike 
COMMUNICATING 


DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 
FULL DUMMY 


5198007 Je|ngn | 


ANSI # CODE Marks Function ANSI # CODE Marks Function 


F75 PASSAGE: DUMMY TRIM INSIDE: 
Latch by knob/lever either side. Dummy trim inside ONLY. 


F76 PRIVACY: 
Latch by knob/lever either side unless outside knob/lever DUMMY TRIM OUTSIDE: 
locked by push-button from inside. Outside unlocks by . | 
turning inside knob/lever, outside emergency turn or Dummy trim outside ONLY. 
closing door. 


F111 COMMUNICATING: NB| |FULL DUMMY TRIM: 


Blank outside. Deadlocking latch by knob/lever inside. Dummy trim both sides. 
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ROSE Droen RR, RW, RQ, RS, RX 


ANSI-A156 е Grade 2 Series 1» 2-3/8" Backset 
Standard Features LEVERS 


* Concealed mounting screws 57, 72, 77, 82, 83, 86, 57, 72, 77, 

* Latch support housing 

PASSAGE F75 259 273 273 298 

PRIVACY F76 270 285 285 309 

COMMUNICATING F111 248 263 263 287 
NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 


2-1/4" Diameter р nk |" Lever support springs 78, 82, 83, 92, 96 78, 82, 83, 
* Door thickness: 1-3/8" to 1-3/4" 
DUMMY TRIM 
Square Rose RX: Add $29.00 


2-9/16" Diameter ° Backset: 2-3/8", 2-3/4" optional 
RR RW = nx |° Front: 1" x 2-1/4" 
ы ° Thru-bolted screwless knob/lever rose 44, 52, 55, 44, 52, 55, 
лт ° Independent spring loaded captivated spindles 
© RQ О m * Strike: 2-1/4" full curved lip 86, 92, 96 86, 92, 96 
* Privacy function - interior with automatic release (00. M FNSHGROPS | — | | O 
Kas | мш ЫРЫ eg s 3 
кмм 77:77 2... 
DUMMY TRIM INSIDE 
DUMMY TRIM OUTSIDE 
ры -[uuvoww |7] 
Яве & LE a ARE ess 16 РЕВ — 
Eclipse Knob 60 RR: 2-9/16" dia. 
2 RW: 2-9/16" dia. 


Stanhope Lever 44 i Monaco Lever 57 
Specify handing 


Towne Lever 72 i Plaza Lever 82 
Specify handing 


RS: 2-1/4" dia. 


Titan Lever 96 


OPTIONS 
1-3/8" door thickness 
2-3/4" backset, 1-1/8" x 2-1/4" face 


2-3/4" backset, 9/16" throw, Gr. 1, UL Listed WITH CYLINDRICAL CARTRIDGE * N Function Only 


2-3/8" backset, 1-1/8" x 2-1/4" face 


2-3/4" backset, 1" x 2-1/4" face 


4-7/8" ASA strike 


2-3/4" “Т” strike 


US 26 Interior 83, 92, 96 Only 
* E7 Option Available: 2-3/8", 2-3/4", 3-3/4" & 5" Backset, for М Function ONLY. 
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Tubular Locksets 


RESIDENTIAL INTERIOR TUBULAR LOCKSETS New 
e ADJUSTABLE BACKSET e KICK OFF PRIVACY BUTTON Wee, ò 


150, 250 & 450 Series Leversets Shown Below | OPTIONS CODE PRICE 
Standard Features | 


2-3/4" Backset, 1-1/8" x 2-1/4" face 


° Pressure cast Levers ° Roses: 2-15/16" diameter ° Adjustable Backset: 2-3/8" - 2-3/4" I ; 
e Latch: 1" x 2-1/4" front, 1/2" throw e Strike: 2-1/4" full lip strike e Door thickness: 1-3/8" to 1-3/4" 4-718" ASA Strike 
NOTE: Latches & strikes have radius corners 


N 


F75 63 
74 
DUMMY TRIM OUTSIDE 32 


KNOBS ARE PACKED 24 PER CASE, 


Additional finishes, consult factory 


5198007 Je|nqn | 


150 Series American Lever 250 Series Crescent Lever 450 Series Titan Lever 
Finishes: 26D Finishes: 26D Finishes: 26D 


1/2" 2-3/8" 1/2" 2-3/8" 2-11/32" 


4-3/4" | Fy 4-3/4" ' W: | | M 
т D 2-5/8" * D 2-5/8" 2-5/8" 
+ T + 
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TUBULAR LOCKSET ACCESSORIES 


Strikes, Latches, Support Housing 
BACKSET 
PART#| DESCRIPTION Gë EENS 0, 10B, 


Support housing 


“Т” Strike, 2-3/4" curved lip 


4-7/8"ASA strike - 


Tubular deadbolt 2-3/4" 


Strike, 2-1/4" full curved lip - 


Tubular Locksets 


Passage latch w/ strike 2-3/4" 


Privacy latch w/ strike 1" x 2-1/4" 


Passage latch w/ strike 2-3/8" 


Privacy latch w/ strike 1" x 2-1/4" 


UL Listed 
Adjustable Backset Latch 


RESIDENTIAL INTERIOR 
LOCKSETS ONLY 


Turnpiece 
Turnpiece 
Turnpiece 
Turnpiece 

Turnpiece 


me pee eis 
A7616 


2-3/8" - 2-3/4" 


5КА016 


5108 


Latches & Cylindrical Cartridge 


Backset 2-3/8"; | Backset 2-3/4"; 
LATCH | THROW Front Front Ee 
1" x 2-1/4" 1-1/8" x 2-1/4" 


GRADE 2 1/2" 1138A 1134A ENTRANCE 
GRADE 1 9/16" x 1834A ENTRANCE 


1834 А1430 PART # DESCRIPTION  NOFINSH ` ` 


Cylindrical Cartridge [A1430 Cylindrical Cartridge | | 
NOTE: Cylindrical Cartridge is 


for use with E7* Option ONLY. 
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How То ORDER DEFENDER LOCKSETS 


How To Order Example 
for Defender Locksets 


4. 
2: Slash Options 
SE Series Marks Function . Specify: Keying, Handing 
& Door Thickness 


1 SERIES OPTIONS 


Defender Tubular Deadbolt Locksets 130, 130R 


Defender Cylindrical Cartridge Deadlatch Locksets 145, 145R TRIM MODIFICATIONS 


Tactile knob/lever, coated ext. only 
Tactile knob/lever, knurled 


TU BULAR FUNCTIONS Tactile knob/lever, coated int. & ext. 


DEADBOLT/DEADLATCHES (* indicates IC Core) 130 Series 145 Series DOOR THICKNESS 
RK* CYLINDER x TURNPIECE E0151 E01101 50 mm (2") 
RL* COMM. SINGLE CYLINDER E0161 E0131 57 mm (2-1/4") 
RKL* CYLINDER x LEVER Е01101 1-1/4" - 1-1/2" 
RM* DOUBLE CYLINDER E0141 Е01111 LATCH 
RS* CLASSROOM E0171 2-3/4" backset, 1-1/8" x 2-1/4" face 
TURNPIECE E0191 £01121 2-3/8" backset, 1-1/8" x 2-1/4" face 11 


TRIM CHANGES PRICE 
FINISH UM 
Sargent conventional cylinder 20 


CYLINDER PRICE 
Polished Brass, Clear Coated Less cylinder Deduct 15 
Satin Bronze, Clear Coated 
Dark Bronze, Clear Coated STRIKE С PRICE 
Satin Chrome, Plated 4-7/8" ASA strike 11 
Polished Stainless Steel 4-7/8" x 1-1/4" security strike 12 
Satin Stainless Steel 


Salles Jepuejeq 


DEADBOLT/DEADLATCH FUNCTIONS 


ANSI # MARKS # ANSI # MARKS # 
CODE FUNCTION CODE FUNCTION 
130 SERIES: 145 SERIES: 
Sub E K 
EEN L 
ЕО ss s n ы ы ы азы амы ОРГ KL 
ЕО WEE М 
SO BEE M 


ANSI # CODE ANSI # CODE 


CYLINDER x TURNPIECE: 


Deadbolt/deadlatch by inside turnpiece or outside key. 


DOUBLE CYLINDER: 
Deadbolt/deadlatch by key either side. 


CLASSROOM: 


Deadbolt by outside key. 
Turnpiece will retract but not project deadbolt. 


COMMUNICATING SINGLE CYLINDER: 
Deadbolt/deadlatch by key from one side only. 


CYLINDER x LEVER: TURNPIECE x BLANK PLATE: 


Deadlatch by key outside. Inside lever always opens latch. 


Deadbolt/deadlatch by inside turnpiece. 
Blank plate outside. 
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130 SERIES "Реғемрев" TUBULAR DEADBOLTS 


Standard Features 
* Bolt: 1" throw 
* Unitized assemblies for 2-1/8" bore 
° Strike: #1335, 2-3/4" x 1-1/8" strike 
° Door thickness: 1-3/8" to 1-7/8" 
° Cylinder: MARKS “С” keyway, 6 ріп w/ 2 keys 
* 2-3/8" Backset 
* Latch front: 1" x 2-1/4" 


3, 10, 10B, 26D, 32, 32D 


ANSI 156.5 ° Grade 1 


130K 


FUNCTION 


————— IC CORE 
CYL. zu Ы 


K CYLINDER x TURNPIECE 
L COMMUNICATING SINGLE CYL 
M DOUBLE CYLINDER 
5 CLASSROOM 
X TURNPIECE x BLANK PLATE 
DEADBOLTS ARE PACKED 24 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish ° Special finishes, consult factory 
“|С Core Models: Core not included 


Standard Features 


BHMA | ANSI 156.5 ° Grade 1 ° 3 Hour Fire Rating] (VL) us 
g 


° Series 1 Cylindrical Cartridge 
* Latch: Grade 1, 9/16" throw, 2-3/4" backset 
* Unitized assemblies for 2-1/8" bore 
° Strike: #1136, 2-3/4" strike 
° Door thickness: 1-3/4"; 
For 1-3/8" doors use spacer rings K1342 
° Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 
* Latch front: 1-1/8" x 2-1/4" 


CYLINDER x TURNPIECE 
COMMUNICATING SINGLE CYL 
DOUBLE CYLINDER 
TURNPIECE x BLANK PLATE 
CYLINDER x LEVER 


Е01101 

Е0131 

Е01111 

Е01121 

Е01101 
DEADLATCHES ARE PACKED 24 PER CASE 


NOTE: Split designs and/or finishes are priced at the highest design and/or finish • Special finishes, consult factory 
° IC Core Models: Core not included 


OPTIONS CODE PRICE 


For 2" door 


For 2-1/4" door 


For 1-1/4" - 1-1/2" 
door 


2-3/4" backset, 
1-1/8" x 2-1/4" face 


For 1-1/2" bore 


Sargent original 
cylinder or core 


Less cylinder 


3-5/8" x 1-1/4" 12 
Security strike 
sk Standard IC Core Models: (8) 
Interchangeable Core models for 6 or 7 pin 
cores (not included). 
Accepts: Marks, Medeco KeyMark", Falcon 
& Best®. IC Core Tailpieces ARE Included. 


OPTIONS CODE PRICE 


For 2" door NC 


For 2-1/4" door 48 


2-3/8" backset, 


1-1/8" x 2-1/4" face u 


Sargent original 


; 20 
cylinder or core 


Less cylinder Deduct 15 


4-7/8" ASA strike 11 


sk Standard ІС Core Models: @ 
Interchangeable Core models for 6 or 7 pin 

cores (not included). 

Accepts: Marks, Medeco KeyMark", Falcon 

& Best®. IC Core Tailpieces ARE Included. 
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Defender Series 


DEFENDER SERIES ACCESSORIES 


Strikes, Latches & Spacers 


$1 PART # DESCRIPTION 
10, 10B, 32 
Ë 1135 4-7/8" ASA STRIKE 20 20 
2-3/4" “Т” STRIKE W/DUST BOX 
9 | DUST BOX, PLASTIC, LATCH 


1135 1136 1137 1335 1 2-3/4" x 1-1/8" STANDARD STRIKE 
DUST BOX, PLASTIC, DEADBOLT 


3-5/8" x 1-1/4" HIGH SECURITY STEEL 
STRIKE, PLATED FINISH 


1-3/8" DOOR, ROSE EXTENDERS 


DEADBOLTS 


1334 2-3/4" BACKSET FRONT 1-1/8" x 2-1/4" 
1338 2-3/8" BACKSET FRONT 1-1/8" x 2-1/4" 


Backset 2-3/8" | Backset 2-3/4" | FINISHGROUPS | 
LATCH | THROW Front Front FUNCTION 
1" x 2-1/4" | 1-1/8" x 2-1/4" | 3,320 | 10, 10B 
GRADE 2 1/2" 1138A 1134A ENTRANCE 39 48 
GRADE 1 9/16" - 1834А ENTRANCE 80 87 


1336 


С 
Ф 
= 
Ф 
= 
o 
Ф 
Ss 
CO 
Ф 
= 
Dp 
Ф 


1834 А1420 Cylindrical Cartridge PART # DESCRIPTION |. NOFINISH | 
for use with 145 Series A1420 Cylindrical Cartridge for use with 145 Series | 96 | 


NOTE: Cylindrical Cartridge is 
for use with E7* Option ONLY. 


Tailpieces & Cylinders 


PART # TAILPIECES FOR 130 DEADBOLTS PRICE 


DOUBLE CYLINDER 


1373 1-5/16" to 1-3/8" 
1374 1-5/8" to 2" 1382DC 


TAILPIECES FOR 145 DEADLATCHES 
1-5/8" to 1-7/8" лы —— 
Eet TALPIECE || у 0 
1-5/8" to 1-7/8" a = 
anes TAILPIECE |g 
ПЕ | 
БЕК ЛАБ 


1-5/8" to 1-7/8" LORI / ILCO 
2" to 2-1/4" TAILPIECES 


F1403-C F 1405-C 1403-L 1405-L 
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175 BIO 


BIOMETRIC FINGERPRINT READER 
WITH CYLINDRICAL LEVERSET 


PART # DESCRIPTION = 


Biometric Fingerprint Reader 
175 BIO with Cylindrical Leverset 4000% 1048 


175 Cylindrical Leverset: 

e American style lever standard 

° Grade 2 cylindrical lock body 

e 1-5/8" - 1-7/8" standard door thickness 

e Latch: Grade 2, 2-3/4" backset, 1/2" throw 

e 3 Hour UL fire rating 

e Strike plate: 4-7/8" ASA strike, Grade 2 

e Survivor featuring the “Clutch” system 
which helps to prevent lever droop 

* Shipped non-handed 

* Key Override: Marks "C" Keyway, 6 pin w/2keys, 
IC Core optional. Also Accepts Best, 
Falcon, Medeco®, KeyMark™, Schlage®, 
Corbin & KSP. 


«А A Lë? 
ANSI-A156.2 ° Grade 2 ° 3 Hour Fire Rating Biometric Fingerprint Reader Unit Shown As Installed 
LISTED 


175 Series Cylindrical Leverset 


AUDIT TRAIL EVENTS 
26D Satin Chrome 


Standard Features 


Biometric Fingerprint Reader 

° 100 User codes standard 

* 4 "AA" Batteries; 1 Year - low battery warnings 

° Search Time: Less than one second 

° Reader Type: Optical 

° Resolution: 500dpi 

° <0.1% FRR (False Rejection Rate) • 0.001% FAR (False Acceptance Rate) 

° Live fingerprint detection 

e Weather resistance outside for -4°F to 122°F; Meets IPX4 Standard 

° Reader Installation required 4 thru-bolts and one 1" hole for cables 

e Outside reader housing powder coated aluminum, 1-1/2" H x 4-7/8" L x 2-1/8" W 

* Inside housing ABS plastic powder coated finish 

“6 Digit keypad used for enrolling/deleting users at the door 

* Software (CD included with lockset) connects your BIO lock to your computer for additional programming of 
your locks and viewing of audit trail via USB cable. Software runs on Windows Vista, 2000 XP. 


@ Fingerprint 


DESCRIPTION 


174 BIO Biometric Fingerprint Enroller 


Ж Standard & HI-SECURITY™ IC Core Models: 
Interchangeable Core models for 6 or 7 pin cores (not included). 


Standard Features Standard Features 


INCLUDED 


° Optical fingerprint enroller 
* Runs on on Windows Vista, 
2000 XP 


* Connects your laptop 
computer to the lockset 


| 
EN. NEN 
@ 


Accepts: Marks, Marks HI-SECURITY™, Medeco®, KeyMark™, Falcon, 
Schlage® small format & Best®. IC Core Tailpieces ARE Included. 


Biometric Fingerprint Reader Unit comes with 
BHMA Certified, Lifetime Mechanical Warrantied Leverset 
and a 2 Year Electronic Warranty 
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I-QWIK ІЛТЕ SERIES 9-6 fox 


LISTED LITE 


NO-NONSENSE ACCESS CONTROL RIGHT OUT OF THE BOX 


MARKS # 
IQ1LITE IQ1L/26D 


with 26D American Levers Satin Chrome 


IQ1: 
Cylindrical Lockset - PACKED 4 PER CASE 


IQ2LITE IQ2L/26D 


% 102: 


Mortise Lockset - PACKED 4 PER CASE 


IQ7LITE IQ7L/26D 


107: 

Rim Exit Device Interface - PACKED 6 PER CASE 
Adapter plates operate most 
manufacturers Rim Exit Devices. 

Adapter plates for Mounting Exit Devices 
are sold separately, see page 27. 


[0J1u02 Sseooy 


Standard Features 


* CableGard™ protects wires for easy installation * Passage mode * Audible & visible entry indicator 
° Standard ANSI door prep with one additional hole ° Pin only mode ° Audible low battery alert 
° Pre-programmed code ° Double code entry for maximum security e 4 "AA" batteries, 95,000 operations 
* Keypad programmable * Two wire remote release * Easy installation 
* 160 User codes * 16 Digit tactile metal keypad * Lifetime Mechanical Warranty; 2 Year Electronic Warranty 
* Temporary user codes * Weatherproof standard 
IQ1 LITE Cylindrical Lockset Specifications IQ2 LITE Mortise Lockset Specifications 107 LITE Rim Exit Device Interface Specifications 
Door Thickness: 1-3/4" standard; Door Thickness: 1-3/4" standard; Door Thickness: 1-3/4" standard; 
For thicker doors, Consult factory For thicker doors, Consult factory For thicker doors, Consult factory 
Handing: Non-handed Handing: Field reversible Handing: Non-handed 
Key Override: Marks "C" keyway, 6 pin w/2 keys, Key Override: 1-1/8" Mortise cylinder, 6 pin w/2 keys Key Override: 1-1/8" Mortise cylinder, 
IC Core optional Lock Body: Grade 1, Series 5, 2-3/4" backset, 6 pin w/2 keys 
Lock Body: Cylindrical "Survivor" featuring 3/4" anti-friction latch, 3 Hr UL fire rating Clutch: The “Clutch” for trouble free service 
the "Clutch" for trouble free service Auxiliary Latch: 1/2" throw Adapter plates operate most 
Latch: Grade 2, 2-3/4" backset, 1/2" throw, Bolt Throw: 1" (Optional deadbolt functions - Consult factory) manufacturers Rim Exit Devices. 
3 Hour UL fire rating ee 5 р Adapter plates for Mounting Exit Devices 
Clutch: The “Clutch” for trouble free service 


i : 4-7/8" i are sold separately, see page 27. 
ааа Strike Plate: 4-7/8" АЗА standard 


How To Order Example for i-Qwik LITE Series Electronic Access Control Locksets 


БЕНЕН ГЕННЕН ІШТЕ 


1. . . 2. . . 
ПЕСЕН 28D Finish 


п Q (1  1LITE (Cylindrical) CT 10260 (Cylindrical) 
(1 2LITE (Mortise) (1 21/260 (Mortise) 
[] ТШТЕ (Rim Exit Device Interface) [] 70260 (Rim Exit Device Interface) 
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I-QWIK БАТА SERIES @ 


STAND ALONE ACCESS CONTROL 


MARKS # 
IQ1DATA 1Q1D/26D 


WIK 
DATA 


97 


AUDIT 
TRAIL 
EVENTS 


26D 
Satin Chrome 


LOCKSET TYPE - PACKED PER CASE 19 Black Powder Coat; 


26D American Levers 


IQ1: 
Cylindrical Lockset - PACKED 4 PER CASE 


For i-Qwik/i-Que Options & Accessories, 
See Pages 26-27 


IQ2DATA 


IQ2D/26D 


% 


102: 
Mortise Lockset - PACKED 4 PER CASE 


For i-Qwik/i-Que Options & Accessories, 
See Pages 26-27 


IQ7DATA 1Q7D/26D 


107: 

Rim Exit Device Interface - PACKED 6 PER CASE 
Adapter plates operate most manufacturers 
Rim Exit Devices. Adapter plates for Mounting 
Exit Devices are sold separately, see page 27. 


For i-Qwik/i-Que Options & Accessories, 
See Pages 26-27 


© 
dm 
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О 
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Standard Features 
* Full scheduling features 


* CableGard™ protects wires for easy installation ° Programmable by keypad or by use of the i-Dat software package 


* Weatherproof standard * Pin only (See page 30 for more information) 
* Shielded electronics * Terminator on/off * On-the-door upgradable memory 
* 16 Digit tactile metal keypad * Built in relay * Privacy mode (input to lockout keypad entry optional, consult factory) 


* Scheduled/Manual passage mode 

* Audible & visible entry indicator 

* Audible low battery alert 

* 4 "AA" batteries included 

* Lifetime Mechanical Warranty; 2 Year Electronic Warranty 
* Additional Finishes, Consult Factory 


* 3-10 Digit user code 

* Temporary user codes 

* First manager to arrive 

* Panic alarm interface 

* Two wire remote release 
* Fire tower lock function 


* 320 User capability (upgradable number of users, see page 26) 

* 1600 Event audit trail (Audit trail requires i-Dat module, see page 30) 
* 160 Scheduled events (upgradable number of events, see page 26) 
* 32 Programmable holidays 

* Real time clock 

* Multiple entry codes for max security 


IQ7 DATA Rim Exit Device Interface Specifications 
Door Thickness: 1-3/4" - 2-1/4" standard 

Spacer kit available for thinner doors; 

For thicker doors consult factory. 
Non-handed 

1-1/8" Mortise cylinder, 

Marks "C" Keyway, 


IQ1 DATA Cylindrical Lockset Specifications 


Door Thickness: 1-3/4" standard 

Spacer kit available for thinner doors; 
For thicker doors consult factory. 
Non-handed 

Marks "C" Keyway, 6 pin w/2 keys, 
IC Core optional 


IQ2 DATA Mortise Lockset Specifications 

Door Thickness: 1-3/4" standard 

Spacer kit available for thinner doors; 

For thicker doors consult factory. 

Field reversible 

1-1/8" Mortise cylinder, Marks "C" Keyway, 
6 pin w/2 keys, or 1-3/8" IC Core housing 


Handing: 
Key Override: 


Handing: 


Handing: 
Key Override: 


Key Override: 


Lock Body: Grade 2 Cylindrical "Survivor" optional 6 pin w/2 keys, or 1-3/8" 
Latch: Grade 2, 2-3/4" backset, Lock Body: Grade 1, Series 5, 2-3/4" backset, IC Core housing optional 
reversible with 9/16" throw, 3/4" anti-friction latch, 3 Hr UL fire rating Clutch: The "Clutch" for trouble free service 
3 Hr UL fire rating Auxiliary Latch: 1/2" throw Adapter plates operate most 


Clutch: The “Clutch” for trouble free service Bolt Throw: 1" (Optional deadbolt functions - Consult factory) manufacturers Rim Exit Devices. 
Strike Plate: 4-7/8" ASA strike Hubs: Steel, 5/16" square with security separator Adapter plates for Mounting Exit Devices 
Clutch: The "Clutch" for trouble free service are sold separately, see page 27. 
Strike Plate: 4-7/8" ASA standard 


How To Order Example for i-Qwik DATA Series Electronic Access Control Locksets 


El 


"HEEL weien äi | | он 
CT 1DATA (Cylindrical) []  1D/26D (Cylindrical) OPTIONS 
(1  2DATA (Mortise) (1 20/260 (Mortise) 
CT  7DATA (Rim Exit Device Interface) CT 70/260 (Rim Exit Device Interface) 
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I-QWIK PROX Series &-& Гањ 


PROX STAND ALONE ACCESS CONTROL 


MARKS # AUDIT 


IQ1PROX IQ1P/26D LOCKSET TYPE - PACKED PER CASE Чіа 19 Black Powder Coat; 26D 


26D American Levers Satin Chrome 


IQ1: 
Cylindrical Lockset - PACKED 4 PER CASE 


For i-Qwik/i-Que Options & Accessories, 
See Pages 26-27 


IQ2PROX IQ2P/26D 


102: 
Mortise Lockset - PACKED 4 PER CASE 


For i-Qwik/i-Que Options & Accessories, 
See Pages 26-27 


IQ7PROX | IQ7P/26D бл 


Rim Exit Device Interface - PACKED 6 PER CASE 
Adapter plates operate most manufacturers 


> Rim Exit Devices. Adapter plates for Mounting 
8 Exit Devices аге sold separately, see раде 27. 
С For i-Qwik/i-Que Options & Accessories, 
° See Pages 26-27 
2 Standard Features 
* CableGard™ protects wires for easy installation ° Full scheduling features ° Accepts HID cards and fobs in 26, 33 and 37 format 
* Weatherproof standard ° Pin only * Programmable by keypad or by use of the i-Dat software package 
* Shielded electronics * Terminator on/off (i-Dat package sold separately, see page 30 for more information) 
* 16 Digit tactile metal keypad * Built in relay * Privacy mode (input to lockout keypad entry) 
* 3008 User capability ° 3-10 Digit user code * Scheduled/Manual passage mode 
* 1180 Event audit trail (Audit trail requires i-Dat module, see page 30) * Temporary user codes * Audible & visible entry indicator 
* 1600 Scheduled events * First manager to arrive * Audible low battery alert 
* 56 Programmable holidays * Panic alarm interface * 4 "AA" batteries included 
* Real time clock * Two wire remote release ° HI-SECURITY™ Cylinder Standard (Cylindrical Model Only) 
* Multiple entry codes for max security * Fire tower lock function * Lifetime Mechanical Warranty; 2 Year Electronic Warranty 
* Additional Finishes, Consult Factory 
IQ1 PROX Cylindrical Lockset Specifications IQ2 PROX Mortise Lockset Specifications 107 PROX Rim Exit Device Interface Specifications 
Door Thickness: 1-3/4" standard Door Thickness: 1-3/4" standard Door Thickness: 1-3/4" - 2-1/4" standard 
Spacer kit available for thinner doors; Spacer kit available for thinner doors; Spacer kit available for thinner doors; 
For thicker doors consult factory. For thicker doors consult factory. For thicker doors consult factory. 
Handing: Non-handed Handing: Field reversible Handing: Non-handed 
Key Override: Marks HI-SECURITY™ Cylinder std. Key Override: 1-1/8" Mortise cylinder, Marks “С” Keyway, Key Override: 1-1/8" Mortise cylinder, 
Marks "C" Keyway, 6 pin w/2 keys, 6 pin w/2 keys, or 1-3/8" IC Core housing Marks "C" Keyway, 
IC Core optional optional 6 pin w/2 keys, or 1-3/8" 
Lock Body: Grade 2 Cylindrical "Survivor" Lock Body: Grade 1, Series 5, 2-3/4" backset, ІС Core housing optional 
Latch: Grade 2, 2-3/4" backset, 3/4" anti-friction latch, 3 Hr UL fire rating Clutch: The “Clutch” for trouble free service 
reversible with 9/16" throw, Auxiliary Latch: 1/2" throw Adapter plates operate most 
3 Hr UL fire rating Bolt Throw: 1" (Optional deadbolt functions - Consult factory) manufacturers Rim Exit Devices. 
Clutch: The “Clutch” for trouble free service Hubs: Steel, 5/16" square with security separator Adapter plates for Mounting Exit Devices 
Strike Plate: 4-7/8" ASA strike Clutch: The “Clutch” for trouble free service are sold separately, see page 27. 


Strike Plate: 4-7/8" ASA standard 
How To Order Example for i-Qwik PROX Series Electronic Access Control Locksets 


ы — O EE 


4. 
sss sss 


[] 1PROX (Cylindrical) []  1P/26D (Cylindrical) OPTIONS 
(1  2PROX (Mortise) CT  2P/26D (Mortise) 
CT  7PROX (Rim Exit Device Interface) []  7P/26D (Rim Exit Device Interface) 
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I-QWIK SERIES Гоњ, Fox, 


IQDATA DIGITAL ACCESS CONTROL KEYPAD OR 
IQPROX KEYPAD WITH PROXIMITY CARD READER 


# OF AUDIT 
MARKS # LOCKSET TYPE - PACKED PER CASE TRAIL 
USERS EVENTS | 19 Black Powder Coat 


Digital Access Control Keypad - PACKED 16 PER CASE 


IQDATA For i-Qwik/i-Que Options & Accessories, 320 1600 254 
See Pages 26-27 
Digital Access Control Keypad with Proximity Card Reader - PACKED 16 PER CASE 
IQPROX For i-Qwik/i-Que Options & Accessories, 3008 1180 397 
See Pages 26-27 
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Standard Features 


* CableGard™ protects wires for easy installation ` * Audible low battery alert IQDATA Digital Access Control Keypad: 
(Wall mounted units ONLY) ° Programmable by keypad or by ° 320 Users (upgradable number of users, see page 26) 
* Installs into a standard electrical box or use of the i-Dat software package * 1600 Event audit (Audit trail requires Lat module, see page 30) 
can be Wwalmounted (See page 30 for more information) “3-10 Digit user code 
e Relay function; 12/24v AC/DC, Мах 48 volts @ 3 amps “ Pin only * On-the-door upgradable memory 
e Weatherproof standard e Terminator on/off 
° Shielded electronics * Built-in relay IQPROX Digital Access Control Keypad with Proximity Card Reader: 
* 16 Digit tactile metal keypad * Real time clock * 3008 User capability 
* Fire Tower Function * Temporary user codes * Accepts HID cards and fobs in 26, 33 and 37 format 
* Panic alarm interface e Multiple entry codes for max security ° Access granted by keypad only, card only, or a 
* Two wire remote release * First manager to arrive combination of keypad & card for maximum security 
* Privacy Mode (input to lockout keypad entry) * Lifetime Mechanical Warranty; р | 
° Scheduled/Manual passage mode 2 Year Electronic Warranty * Requires 6 volts DC power supply (not supplied) 
* Audible & visible entry indicator * Additional Finishes, Consult Factory or battery pack (sold separately) 


How To Order Example for i-Qwik DATA & PROX Digital Keypad Series Electronic Access Control Locksets 


— NNNM 


(1 DATA - Keypad OPTIONS 
1 PROX - Keypad Prox 
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СУНУ IECH 


I-DAT MARK2 Ga 


USB UNIT WITH US MEMORY STICK 


EA6200 i-Dat MARK2 USB Unit Standard Features 


i-Dat USB Unit: 
* No software to install, all information resides on 
the Memory Stick —— P е 
“Мо administration rights needed оп EEO | 
PC to use software RC ЕА6200 
* High security infrared data transmission / i-Dat MARK 2 
+ 4 line LCD display shows: USB Unit 
- Lock ID / Lock serial number 
- Battery status of lockset on download 
- Number of events uploaded and downloaded 
* Built-in menus 
* Faster communications 
* USB enabled 
* Power requirements 9V battery, included 
System: 
* Works on Windows XP 2000 (service pack 4) and 
Windows Vista with an available USB Port 
* New software modeled after Windows Explorer 
- Minimal learning curve 


—. 


- Drag and drop capability 
- Fully portable (no software to install on PC) 
- Two step password for added security 
- Unlimited time zones 
* Easy to read audit trail 


DESCRIPTION | | PART | # 


i-Dat MARK2 — aq Memory Stick БЕСІНЕН 
Memory Stick E6201 


Memory upgrades for i-Qwik/i-Que Series, see page 26 under Electronic Features. Additional upgrades, consult factory. 


Prox Accessories 


DESCRIPTION PART # | PRICE | DESCRIPTION PART # | PRICE | 


Prox Cards (Per 100) | | E6110 
Prox Card Enroller E6100 1285 — C 
Prox Fobs (10 pack) E6120 
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I-QWIK/I-QUE SERIES Zam fam Гоњ, 22 
OPTIONS 


LOWIK / I-QUE OPTIONS Cylindrical Rim Exit Device Interface 
IQLITE | IQDATA IQPROX | IQLITE IQDATA | IQPROX | IQLITE | IQDATA | IQPROX 


Electronic Features 

512 Users/2208 Event Audit Trail 
864 Users/3124 Event Audit Trail 
1504 Users/2520 Event Audit Trail 
3008 Users/1180 Event Audit Trail 
Sensor array package 

Hard Wire Prep 

Backset 

2-3/8" Backset 

5" Backset 

3-3/4" Backset 

Series 55 Mortise Lock Body (2-1/2" bkst) 
Levers 


Tactile Lever 


Lever to accept Sargent conventional cyl. 


Lever to accept Corbin conventional cyl. 


Lever to accept Corbin IC Core 6 pin 


Lever to accept Corbin IC Core 7 pin 


Lever to accept Yale IC Core 6 pin 
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Lever to accept Yale ІС Core 7 ріп 


Lever to accept Schlage IC Core 6 pin 


Lever to accept Sargent IC Core 


Lever to accept Medeco IC Core Ig. format 


onaco Lever 


Solid Exterior Handle (no cylinder) 


Crescent Lever 


Titan Lever 
Cylinder 


IC Core Cylinder Housing G1 NC 
Less Cylinder G3 Deduct 15 


Strike 


4-7/8" ASA Strike 51 11 
2-3/4" “Т” Strike $3 NC 


Miscellaneous 


Tamper-proof Screws 
Lead Lined IQ 
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I-QWIK/I-QUE SERIES Zam fan. fam téz 


DATA 


PROX 


ACCESSORIES, TAILPIECES & CAMS 


I-QWIK / I-QUE ACCESSORIES Cylindrical | e Mortise | Rim Exit Device Interface 
ACCESSORY IQLITE IQDATA IQPROX | IQLITE IQDATA | IQPROX | IQLITE IQDATA IQPROX 


Bridge rectifier (converts AC power to DC power) 1901 

oa NAE | Е1108 

(interior inside housing for full weatherproofing) 

Battery Pack Holder EA4011 

Spacer Kit, 1-3/8" Door (Int. & Ext. Gaskets) EK1038 

Internal power connector for Е1133 

hardwiring i-Qwik/i-Que Locksets 

Memory Reset Jumper E1155 

i-Dat MARK 2 USB Unit with U3 Memory Stick EA6200 

Memory Stick E6201 

Prox Card Enroller E6100 

Prox Card (100 pack) E6110 

Prox Keyfobs (10 pack) E6120 

Spacer Ring for 1-1/4" mortise cylinder E2006 

Spacer Ring for 1-3/8" mortise cylinder E2007 

D. pet T See Plate Enn 70 
JN 


Precision 1100 Rim Adapter Plate 


Yale 7100 Rim Adapter Plate/ 
Corbin ED5200 Rim Adapter Plate 


Dorma 9300 Rim Adapter Plate 70 
Sargent 8800 Rim Adapter Plate/ 70 
Arrow 3800 Rim Adapter Plate 
70 
70 


Precision 21 Rim Adapter Plate/ 
Precision 2100 Rim Adapter Plate** 


Von Duprin 88 - Special Order, Consult Factory 


0диоо Sseooy 


Monarch 18R Exit Device Adapter Plate 


NOTE: Consult Factory for Additional Exit Devices; **Must use Precision ЯВР21 backplate. 


TAILPIECES & CAMS 
CYLINDRICAL TAILPIECES Cylindrical Conventional CAMS ah | | 
FOR USE WITH Straight cam for tubular, exit device, or mortise functions Z1 & Z4 only. 


USE WITH 
Marks 1982 E1903 | MORTISE CYLINDER PART# CODE | -PRICE 


MARKS 1 
Arrow/Sargent E M 
2101 | - 
Straight Corbin Russwin Я СІ 
Сат 
Schlage@ Е 81 


Arrow PK 100С, ILCO 705, 
Sargent 13-3266, Lori 1539, E1903-L 
ASSA 65673, 65691, Abloy 


Schlage@ 23-001, Primus 


Corbin-Russwin 2000-034 ан 


CYLINDRICAL ІС CORES 
CAMS 
0S, Kit for 6 & 7 pin Marks, KSP, Best®, Falcon, Cloverleaf cam for mortise functions Z2, Z3, Z5, Z6 only. 


Medeco@ Keymark, Schlage® Small Format, HER1984 


6 pin Sargent USE WITH 
MORTISE CYLINDER Benne | CODE е 


Kit for 6 & 7 pin Corbin HER1984-G | ERG MARKS 


: ; Arrow/Sargent 
Kit for 6 & 7 pin Yale™ 
American Lever ONLY ЕРА ЕМУ 


Corbin Russwin 


6 pin Schlage@ Large Format В 
American Lever ONLY ана | M Schlage& 


FOR ADDITIONAL DESIGNS, ASK FOR THE CUSTOM LOCK DIVISION CATALOG OR VISIT OUR WEBSITE @ WWW.MARKSUSA.COM 
631-225-5400 ° 1-800-526-0233 • Fax 631-225-6136 “(02012 MARKS USA 


REQUEST То ЕХіт (REX) 


CYLINDRICAL ELECTRIFIED LEVERSET 


ANSI-A156.2 ° Grade 1 UN 
с Us 
3 Hour Fire Rating 


LISTED 
EA195 Series Leverset w/American Lever 


(2 


` 


EA195 
@ American 


Lever 


EA295 
Crescent 
Lever 


е 6-3/4" — 


Marks USA has developed the 
Grade 1 “Survivor” Series 
Cylindrical Lockset incorporating 
a Request to Exit (REX) switch in 
both Electrified and Storeroom 
functions. Activating the inside 
lever for egress initiates the built-in 
REX output, providing a momentary 
signal for the access control 
REX input, for alarm shunt 
during egress. 


3-7/16" 


Standard Features 


e Rose: Thru-bolted, 3-7/16" dia., 
spring loaded 2-#10 thru-bolts 
e Strike: #1135, 4-7/8" ASA curved lip 
e Door thickness: 1-5/8" to 1-7/8" 
(For 1-3/8" door use K1704 spacer) 
* Cylinder: MARKS "C" keyway, 6 pin w/ 2 keys 


wawww 

OO es 
_ 

LEVERSETS АНЕ РАСКЕР 6 PER CASE 


Accepts: Marks, Medeco KeyMark", 
Falcon & Best@. O 
IC Core Tailpieces ARE Included. 


How To Order Example for REX Leversets 


3. 4. 
Finish Options 


e Backsets: 2-3/4"; 2-3/8", 
3-3/4" or 5" optional 
e Latch #1834, Front: 1-1/8" x 2-1/4"; 
Throw: 9/16"; Stainless steel nose 
e Levers: Solid cast Zamac 
w/ 1/2" return (except 395 & 495) 


LOCKSET & CON. IC 


EA195 American lever 
STOREROOM 


EA295 Crescent lever 
EA395 Monaco lever 

ELECTRICALLY 
LOCKED 


° Request to Exit Switch: Single pole, double throw, 
3 amp,125 AC, wired either normally open or normally closed 
° Electrified functions - 100% duty cycle, 24V/DC standard, 
supplied with bridge rectifier; 3 watts, .25amps 
° 12V/DC Optional, Contact factory for additional options 
° Features “The Clutch” * UL Listed, 3 hour fire rating 


Latch by lever inside. 
Outside lever always locked. 


EA495 Titan lever 
EA195 American lever 
EA295 Crescent lever 
EA395 Monaco lever 
EA495 Titan lever 


Outside always locked electrically. 
Open by key outside, switch or loss of 
power. Latch by lever inside. 


EA195 American lever 
EA295 Crescent lever 
EA395 Monaco lever 
EA495 Titan lever 


Outside always locked until unlocked 
by key or electrically energized. 
Latch by lever inside. 


ELECTRICALLY 
UNLOCKED 


FEU 


sk Standard IC Core Models: 
Interchangeable Core models 
for 6 or 7 pin cores (not included). 


ПА 2 
Lockset Series Marks Function 


LOCK SERIES MARKS FUNCTION FINISH OPTIONS 
(1  EA195 E ___RFEL Oo 310 4 

(1 EA295 __ RF ___ FEU C] 10 1 10B 

(1  EA395 FEL |. RFEU O 26 [1 260 

[]  EA495 
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Electrified 


Locksets 


ELECTRIFIED LOCKSETS 
CYLINDRICAL LEVERSETS & MORTISE LOCKSETS 


(5) ANSI-A156.2 ° Grade 1 (ің) 
ы . t Us 
3 Hour Fire Rating LISTED 195 295 < 
(2) Атегісап Сгезсепі Сә Мопасо 


195FEL/FEU Series Leverset w/American Lever Lever Lever Lever 


са 


x 


Series 195, 295, 395, 495 Cylindrical Leverset Standard Features 


° Backsets: 2-3/4", 2-3/8", 3-3/4", 5" ° Cylinder: MARKS “C” keyway, 6 pin w/ 2 keys or IC Core housing 

e Latch #1834, Front: 1-1/8" x 2-1/4"; Throw: 9/16"; Stainless steel nose * Electrified functions - 100% duty cycle, 24V/AC supplied with bridge rectifier; 24V/DC, .21 Amps 
° Levers: Solid cast Zamac w/ 1/2" return * 12V/DC Optional, Contact factory for additional options 

° Rose: Thru-bolted, 3-7/16" dia., spring loaded 2-#10 thru-bolts * Features "The Clutch" 

* Strike: #1135, 4-7/8" ASA curved lip * UL Listed, 3 hour fire rating 


° Door thickness: 1-5/8" to 1-7/8" (For 1-3/8" door use K1704 spacer) 


SERIES 195, 295, 395, 495 GRADE 1 ELECTRIFIED CYLINDRICAL LEVERSETS 


COMMERCIAL | IC CORE MARKS 
CYLINDER | CYLINDER | FUNCTION ПЕЗЕШЕТОН ЕЛЕ ТРТ ив 


ELECTRICALLY Outside always locked electrically. 
FEL RFEL LOCKED Open by key outside, switch or loss of power. 
(Fail Safe) Deadlocking latch by lever inside. Lever only. 
ELECTRICALLY | Outside always locked until unlocked by key 
FEU RFEU UNLOCKED or electrically energized. 
(Fail Secure) Deadlocking latch by lever inside. Lever only. 


m 
° Ф Æ Standard IC Core Models: Accepts: Marks, Medeco KeyMark", 

5 = Interchangeable Core models Falcon & Best®. O 
8. e for 6 or 7 pin cores (not included). ІС Core Tailpieces ARE Included. 


Series 5 Electrified Mortise Shown | OPTIONS CODE PRICE 


Series 5 Electrified Mortise Lockset 
Standard Features 


° 2-3/4" Backset ONLY 

1" Stainless steel bolt throw 

* 3/4" Latch throw (anti-friction) separator 
1/2" Auxiliary latch throw 

Stamped steel case .090 thick., 

Zinc dichromate finish 

1-1/4" x 8" Lock front, Adjustable bevel 
Steel hubs, 9/32" on diamond, 

5/16" on square w/security separator 
100% Duty Cycle 24V/DC, 

12V/DC Optional supplied 

with bridge rectifier (350 ma) 


SERIES 5 ELECTRIFIED MORTISE LOCKSET | FINSHGROPS | 
MARKS FUNCTION DESCRIPTION Am | 10, 10B, 32 


EL: 
ELECTRICALLY Outside always locked electrically. Open by key outside, switch or 
LOCKED loss of power. Auxiliary latch deadlocks latch. Inside always open. 
(Fail Safe) 


EU: 
ELECTRICALLY Outside always locked until unlocked by key or electrically energized. 
UNLOCKED Auxiliary latch deadlocks latch. Inside always open. 
(Fail Secure) 


Auxiliary Latch 


2-3/8" Backset 


Request to EXit Switch 


Key Override Sensor 


Request to EXit switch, Key Sensor 
& Bolt Sensor 


Bolt Sensor 


Latch Sensor 


*Lock Body Price ONLY. Due to numerous trim and finish options, please refer to the Marks USA Mortise Lockset Price Book. 
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GATE LOCKS (Reversible) 


Swinging Gate Locks 


Standard Features 


* Easily reversible 

* Case, cast aluminum 3-5/8" x 6-1/4" x 1" 

* Bronze powder coat finish 

* Groove: 1/2" wide x 3/16" deep, all sides for wire gate insertion 
° 5 pin cylinder(s) 

* Lock only, no keeper furnished 


LATCH 
PROJECTION 


v 


CHANNEL SIZE 


12" |g 
throw 


Standard Features 
* Easily reversible 
* Case, cast aluminum 3-5/8" x 6-1/4" x 1" 
* Bronze powder coat finish 
* Groove: 1/2" wide x 3/16" deep, all sides for wire gate insertion 
° 5 pin cylinder(s) 
* Lock only, no keeper furnished 


ALEXY 


Custom nameplate available. 


Single 
Cylinder Model 
*With cylinder 
Suffix K 

Add $31 


Double 
Cylinder Model 
*With cylinders 
Suffix M 

Add $63 


Single 
Cylinder Model 
*With cylinder 
Suffix K 

Add $31 


Double 
Cylinder Model 
*With cylinders 
Suffix M 

Add $63 


Consult factory. 
W3701 
W3708 
W3751 
(ел WA9293 
(Use w/ W3791 
W3704 W3705 WA3706 
^© 
ei ШІ 
WA3806 to WA3836 WA9251 @ 1 | @ W3791 
ШТ) 9» @ H 91 wW3891 
1083 T 
WA3715 to WA3745 
OOP meng 
9005 
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US PAT.#4,875,725 “NO FALL OUT” FEATURE: 
Parts will not fall out when cover is removed. 
Replaces Multilock gate locks. 


LATCH 
PROJECTION 


MODEL # 


Ce 
Ce 


HOOK CHANNEL 


[wee БЕКЕН e КЕСЕ БЕНЕН 
ІШІН БЕКЕН ЕЕЕ: Lie | — — 
ІШСЕ | шт | эт — 35 | и 
wem [саз | тт | t | —£ | 
[wes | m | — m — | 5 БЕЛЕ 
wes | m | se — | 36 | —E | 

Wem [my | eo | 66] — — 

нан | 189 | ыт [26] ж — 


GATE LOCKS ARE PACKED 12 PER CASE, 


PARTI 
aane || 
DEER EECH 
Dese [5% 
ES БЕРЕН 
EES EECH 
ke — — — — — — БЕСТЕН 
E — — ej] 
Lame — — — EE 
Fuge — [| 
EECH 
Tver siop pare- EECH RSC 
Tver siop pare Sting iere | 72 — 
E] 

— 

[3 

SCH 

EEN 

[3 

| [3 

3 ШЕСЕН 

ШЕСЕН 

ШЕГЕН 

ШЕГЕН 


W3705 


W3751 


(ШЕШІП E 
і 8 


Interior knob assembly 


Interior lever assembly (with W3791 & W3891) 


WA3806 
WA3816 
WA3826 
WA3836 
WA9251 
WA9253 
WA9293 


LL 
LM 
LM 
LN 
LN 
LM 
LM 
LM 
LN 
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Gate Locks 
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SERIES HA113 Custom Lock DIVISION 


HOUSING AUTHORITY MORTISE LOCKSET 


же Ss 


ШЕН тин Гаме А | 
KEYED SINGLE CYLINDER, МО DEADBOLT 


OFFICE VESTIBULE 


ELECTRICALLY LOCKED 

= == 

KEYED SINGLE CYLINDER, WITH DEADBOLT 

ENTRANCE F08, F10 
ENTRANCE F21 
DORMITORY 
DORMITORY 
DORMITORY 
APARTMENT 
HOTEL 
SPEC. PRIVACY 


ENTRANCE 

INTRUDER LATCHBOLT 

CLASSROOM SECURITY 

CLASSROOM SECURITY w/HOLDBACK 
INSTITUTION 


ENTRANCE 

STOREROOM 

INTRUDER DEADBOLT 

DORMITORY 

DORMITORY 
KEYLESS 


PASSAGE 


BATHROOM 


For pricing, finishes and mE consult factory 


Performance Specifications: 


Life Test: 1,500,000 cycles minimum. 
ANSI Test: Meets or exceeds all operational and security tests of ANSI 
specifications A156.13-2005 for series 1000, Grade 1. 
Fire Test: UL Listed, 3 hour fire rated. @ 
с Us 


Meets ADA requirements. 
LISTED 


Trim Specifications: 

"Barrier" Thru-bolted steel lever/plate assemblies with brass machined 

lever bearings. Screwless forged American levers, 4-1/2" long to meet 

ADA requirements, fastened to plates with hardened snap rings. Spring 
loaded 5/16" spindles (no set screws). Dark bronze powder coated finish. 
Wrought steel lever/plate assembly. 

10-1/8" x 4" x 5/64" with 3 concealed welded thru-posts. 
Center post braces lock body for proper alignment in 
1-3/4" thick door. Plate covers cylinder with only the 
keyway exposed. 

Plate prepared for IC core cylinder. 

Flat steel lever/plate assembly. 10-3/4" x 3-1/8" x 3/32" 
thick with 3 each 1/4"-20 mounting bolts. Center bolt 
passes through lock body to integrate trim with lock. 
1-1/8" long, 6 pin, solid brass with spacing collar 
concealed under exterior "Barrier" plate; 2 keys. 

4-7/8" x 1-1/4" x 3/32" thick, 5/8" curved lip. 

Conforms to ANSI spec., A115.1. 


Door Thickness: 1-3/4" standard. Extended range available. 


Lock Specifications: 5 Series (2-3/4" Backset) 

1. Lock Front: Adjustable bevel steel backplate 1-1/4" x 8" x 7/64" thick. 
Cover plate 1/16" thick. 

2. Deadbolt: Stainless steel w/hardened roll pins, 1" throw. 

3. Latch: Solid stainless steel with antifriction latch lever, 3/4" throw (reversible). 

4. Auxiliary deadlatch: 1/2" throw (reversible) - (not shown). 

5. Hubs: Steel, 9/32" on diamond, 5/16" on square w/security separator. 

6. Independent exterior and interior lever support springs. 

7. Hub Follower: (to lock hub) steel 1/8" thick. 

8. Hub Stop: (to limit lever travel) steel 1/8" thick. 

9. Case: Stamped steel 3/32" thick, zinc dichromate finish. 

10. Spindles: Independent spring-loaded spindles, 5/16" square. 


Exterior: 


Optional Exterior: 


Interior: 


Cylinder: 


Strike: 


7/l327— — } 1 
293200 | тие 
|| = 
— 431" — 
| 1-174" — — 2-3/4"— 
—+——{-© Backset 
= 
Lët Э | 10-3/4" 
e 
3-23/32 
pia = 8 64116 
| | im 
v 
+ 
tle *| 2-3/8" |----| 2-3/4" k 
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SERIES ВЕТ01 & LA118 Custom Lock DIVISION 


MAXIMUM SECURITY MORTISE LOCKSET 


SERIES BE101 & LA118 


WARKSS[ тит |а”) 30 (310,08 


KEYED SINGLE CYLINDER, МО DEADBOLT 


OFFICE VESTIBULE 
Performance Specifications: 
Life Test: 1,500,000 cycles minimum 


SS с 1055 1088 Strength Test: When abusive torque is applied to exterior lever, lockset 
ELECTRICALLY UNLOCKED remains locked. (Abusive torque may cause spindle failure. 
KEYED SINGLE CYLINDER, WITH DEADBOLT However, lockset remains locked. When spindle is replaced, 
7 


lockset is fully operational.) 
ENTRANGE F08, F10 ANSI Test: Meets or exceeds all operational and security tests of 


ENTRANCE F21 ANSI specifications А156.13- (6) for series 1000, Grade 1. 


DORMITORY F12 Fire Test: UL Listed, 3 hour fire rated. (5) 
3 -(UL) US 
DORMITORY Meets ADA requirements. 


DORMITORY Trim Specifications: 


APARTMENT Exterior and Interior Trim: 
HOTEL Brushed stainless steel plate assemblies with machined lever bearings. 

Screwless stainless steel levers assembled to plate with hardened 
SPEC. PRIVACY snap rings. (Levers cannot be removed ep disassembling trim 
plates from inside.) 

Exterior: 4 welded thru-posts. Center posts pass through lock body, 

ENTRANGE automatically Kach trim BA Ga M T. thick. à 
INTRUDER LATCHBOLT Interior: 4 stainless steel, tamper-proof mounting bolts 
CLASSROOM SECURITY connecting inside plate, 8-1/2" x 2-3/4" x 1/8" thick. 
CLASSROOM SECURITY w/HOLDBACK Cylinder: 1-1/8" long solid brass, 6 pin with 2 keys. 
INSTITUTION Strike: 4-7/8" x 1-1/4" x 3/82" thick, 5/8" curved lip. 
Conforms to ANSI spec., A115.1. 


Door Thickness: 1-3/4" standard. Extended range available. 


ERNIE Lock Specifications: 5 Series (2-3/4" Backset) 

STOREROOM 1. Lock Front: Adjustable bevel steel backplate 1-1/4" x 8" x 7/64" thick. 
INTRUDER DEADBOLT Cover plate 1/16" thick, with tamper-proof screws. 

DORMITORY 2. Deadbolt: Stainless steel with hardened roll pins, 1" throw (not shown). 
DORMITORY 3. Latch: Solid stainless steel with antifriction latch lever, 3/4" throw (reversible). 
4. Auxiliary Deadlatch: 1/2" throw (reversible). 

5. Case: Stamped steel 1/16" thick. 


6. Hubs: Steel, 5/16" on square w/security separator, 9/32" on diamond. 
BATHROOM 7. Independent exterior and interior lever support springs. 
PRIVACY F19 8. Hub Lock Arm: Steel 1/8" thick (to lock hub.) 
PRIVACY 9. Exterior Lever Override Guard Integral cam spindle/spring assembly 
= — engages hub lock arm, case hardened steel, 1/8" thick. 
9A. Interior Lever Override Guard Integral cam spindle/spring assembly 
DUMMY TRIM prevents interior lever override, case hardened steel, 1/8" thick. 


DI, DO DUMMY TRIM INSIDE/OUTSIDE 342 
DT DUMMY TRIM 684 LA118 


= qum ` қ —| 61/2" 
For pricing, finishes and availability, consult factory 


LISTED 
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OPTIONS CODE PRICE 


BE 1-1/2" thick for adapter plate А19 
Spacer kit for 1-1/2" thick door K9311 


2 SPACER KITS ARE NEEDED | 2-516" |— —12-5/16°— 
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GRADE 1 15519 ЇЙе$ауег` CYLINDRICAL LEVERSETS 


r ANSI-A156.2 ° Grade 1 
3 Hour Fire Rating 


15519 Series Leversets Shown Below Standard Features 


* ANSI-A156.2 Grade 1, UL listed 3 Hr. Fire Rating 

° Backset: 2-3/4" Standard, 2-3/8", 3-3/4", 5" Available 

* Latch #1834, stainless steel nose 

° Levers: Solid cast stainless steel. Levers Rotate up & down freely 
in locked or unlocked position 

* Levers recessed into solid stainless steel roses eliminating any open gap 

° Roses: Thru-bolted, spring loaded, #10 thru-bolts 

* Strike: #1135, 4-7/8" ASA curved lip strike 

° Door thickness: 1-3/4" +/- 1/16" 

* Cylinder: MARKS “С” keyway, 6 pin w/ 2 keys 

* Stainless steel retractor 


SERIES 15519 


DESCRIPTION 


PASSAGE F75 
PRIVACY F76 
PRIVACY F76 MOD. 
PATIO F77 
COMMUNICATING F80 
ENTRY F81 
ENTRY F82A 
ENTRANCE F109 
EXIT F83 
CLASSROOM F84 
STOREROOM F86 
INSTITUTION F87 
VESTIBULE F88 
EXIT F89 
CORRIDOR F90 
HOSPITAL/PRIV. F90 MOD. 
STORE DOOR 
SVC. STATION LOCK 
HOTEL 
CLASSROOM INTRUDER 
DUMMY TRIM OUTSIDE 
FULL DUMMY TRIM 
COMM. PASSAGE 
COMM. STOREROOM 
COMM. CLASSROOM 
ELECTRICALLY LOCKED 970 
ELECTRICALLY UNLOCKED 970 


PACKED 6 PER CASE 


Ñəles әу 
jeuonmysu] 


OPTIONS СОЕ PACE "` І PRICE 
For 2" doors How To Order 


For 2-1/4" doors Sargent conventional cylinder 


Over 2-1/4" - 4" thickness Corbin conventional cylinder 

2-3/8" backset, 1" x 2-1/4" face Corbin 6 pin IC core / 

2-3/4" backset, 3/4" throw, Gr. 1 Corbin 7 pin IC core 

5" backset, 9/16" throw, Gr. 1 Yale 6 pin IC core 

3-3/4" backset, 9/16" throw, Gr. 1 Yale 7 pin IC core 1 4. 
Options 


5 3. 
Less cylinder Deduct 15 [Sargent IC core 20 Lockset Finish 
гет» am Series | Function 
2-3/4" “T” strike Medeco ІС core large format ЕСЕ 20 | 
Antimicrobial Finish Available 


Ж Standard & HI-SECURITY™ IC Core Models: interchangeable Core models == 
for 6 or 7 pin cores (not included). Accepts: Marks, Marks HI-SECURITY™, Medeco®, MALI 


KeyMark™, Falcon, Schlage° small format & Best®. IC Core Tailpieces ARE Included. HI-SECURITY Option Code: AM 
OPTION 
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SERIES 5555 KNOB & 5519 LEVER 


INSTITUTIONAL LiteSaver’ MonrisE LOCKSETS 


š 
SERIES 5 & 55 UN 
C ZA 
FUNCTION | ANSI& | KR A 8A 
KEYED SINGLE CYLINDER, NO DEADBOLT м ТАСА 
OFFICE VEST. AS j 
VESTIBULE IN 
OFFICE | 
5519 С 


STOREROOM А 
CLASSROOM (5 
HOSPITAL 

INSTIT. PRIVACY 


ELECTRICALLY LOCKED 1313 
ELECTRICALLY UNLOCKED Performance Specifications: 


KEYED SINGLE CYLINDER, WITH DEADBOLT Life Test: 1,500,000 cycles minimum. 


ENTRANCE F08, F10 ANSI Test: Seier 2. S 12. and peo en 1 ANSI 
specifications .13- or series , Grade 1. 

ENTRANGE уы Тгіт Specifications: 

DORMITORY F12 Exterior & Interior Trim: 

DORMITORY ° Solid stainless steel interior and exterior tapered knobs or levers recessed into 

DORMITORY F13 thru-bolted roses. 


APARTMENT ° Safety knobs with recessed grip and finger indents (Patent #D587556). 
HOTE 1201 Safety lever for handicapped access on clutch operated Mortise lock. 
— * Ergonomically designed grooved turn knob for deadbolt functions. 


SE Cylinder: Solid stainless steel cylinders with solid stainless steel 
security collars; Optional HI-SECURITY™ cylinders available 
APARTMENT Strike: 4-7/8" curved lip stainless steel w/tamperproof screws 
INTRUDER LATCHBOLT Door Thickness: 1-3/4" standard; Extended range available 
CLASSROOM SECURITY Door Prep: ANSI A115.1 lock face cutout, with 2-1/8" through 
hole for knob/rose assembly 
Lock Specifications: 5 Series (2-3/4" Backset) 
55 Series (2-1/2" Backset) 
Lock Front: Adjustable bevel steel backplate 1-1/4" x 8" x 7/64" thick, 
ENTRANCE Cover plate 1/16" thick with tamper proof screws 
STOREROOM Latch: Solid stainless steel with antifriction latch lever, 
INTRUDER DEADBOLT 3/4" throw (reversible) | 
Levers: Solid cast stainless steel. Levers Rotate ир & down freely іп 
DORMITORY locked or unlocked position 
DORMITORY Aux. Deadlatch: 1/2" throw, (reversible) 
KEYLESS Case: Stamped steel 3/32" thick, zinc dichromate finish 


PASSAGE Hubs: Steel, 9/32" on diamond, 5/16" on square w/security separator 
Hub Lock Arm: (to lock hub) Steel 1/8" thick 
BATHROOM ESDIEJ Spindles: Independent spring-loaded spindles 
LF PRIVACY F19 ` 
LJ PRIVACY F22 = za | 
7/16" . . . 
EX EXIT F31 Hym y Antimicrobial 


DUMMY TRIM Sw C | Finish Available 


Backset 


DUMMY TRIM INSIDE SIE Option Code: АМ 
DUMMY TRIM OUTSIDE iL O | 


CLASSROOM SECURITY w/HOLDBACK 
INSTITUTIONAL F30 


pr Ашот [twr [wj L Quik Privacy Access (( 
Säi Е 8" 3232 6-1/16" А9618-1 Shown; @ 

% Standard A HI-SECURITY™ IC Core Models: ($) = | d | OptionCodeA25 СС 

Interchangeable Core models for 6 or 7 pin cores (not included). СЫ 

Accepts: Marks, Marks HI-SECURITY™, Medeco®, KeyMark™, Falcon, 

Schlage® small format & Best®. IC Core Tailpieces ARE Included. HE] 


How To Order 


4-1/2" 


sss | J |/| 32 |-| Gb | ы 
1. 2! 3. 4. 2-3/4" - : 7/8" 
Lockset Series | Marks Function sist} қыр (бе) options | r. 1271 E 


2-1/16"—— — = 1/2" 
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SERIES 15555 Institutionat liteSaver: LocksETS 
INSTITUTIONAL LIFE SAFETY CYLINDRICAL KNOBSETS & LOCKSETS 


Antimicrobial Finish Available 
MARKS # | FUNCTION PANSI# | 90 | Performance Specifications 
Life Test: 1,500,000 cycles minimum. 
REVEDISINGUE CYEINDER WITH. DEADEQET ANSI Test: Meets or exceeds all operational and security tests of 
CYLINDER x KNOB | Е0121 | 1022 | ANSI specifications А156.2-2003 for series 1000, Grade 1. 


KEYLESS Fire Test: UL Listed, 3 Hour fire rated. (Ups. 
PASSAGE | Fs | 92 | Exterior & Interior Trim: Gi 


* Standard 8 HI-SECURITY™ ІС Core Models: Ө ° Solid stainless steel interior and exterior tapered knobs recessed into 


К С thru-bolted roses 
Interchangeable Core models for 6 or 7 pin cores (not included). 4 Specially desianed fi i&deniad salen) knobs wil dini d 
Accepts: Marks, Marks HI-SECURITY™, Medeco®, KeyMark™, Falcon, pecially designed linger Indented ѕатеху Knobs WIM 9095560 grip.an 


р M ergonomically designed integral grooved turn knob for elderly and handicapped 
Schlage® small f t & Best. IC Core Tail ARE Included. 
стаде small torma esi ore Тайріесе5 nclude access (Patent 4D587556) 
* Needle bearings ensure smoothness of operation 


1SS55K Cylindrical Deadlatch Lockset: ANSI E0121 Cylinder x Knob 
Strike: #1136, 2-3/4" "T" strike; #1135 4-7/8" ASA strike optional 
Door Prep: ANSI 115.2 
Latch: ANSI 156.2, Grade 1, 3 Hour fire rated 
Door Thickness: 1-3/4" 
Backset: 2-3/4" Backset; 3-3/4" and 5" backsets also available 
Latch Face: 1-1/8" x 2-1/4" with tamper proof screws 
Cylinder: Solid brass cylinder, 6-pin, “C” keyway; 
Optional HI-SECURITY™ cylinders available 


1SS55N Cylindrical Lockset: ANSI F75 Passage 


Strike: #1136, 2-3/4" “Т” strike 
Door Prep: ANSI 115.2 
Latch: ANSI 156.2, Grade 1, 3 Hour fire rated 
Backset: 2-3/4" backset standard, 2-3/8" backset optional; 
3-3/4" and 5" backsets also available 
Latch Face: 1-1/8" x 2-1/4" with tamper proof screws 
Latch Throw: 9/16" 


SERIES 315555 Institutional І?е5ауег- LOcKsETs 


INSTITUTIONAL LIFE SAFETY MORTISE DEADLOCK 
MEAT rer ramosa Osea 


FINISH GROUPS ANSI Test: Meets or exceeds all operational 
MARKS | |... FUNCTION ANSI#| 90 | and security tests of 
KEYED SINGLE CYLINDER, WITH DEADBOLT ANSI/BHMA Certified A156.5-2001 


CLASSROOM E06091 | 438 | Fire Test: UL Listed, 3 Hour fire rated. DO, 


Trim Specifications: gg 


15555К: Function Е0121; Latch by knob inside, key outside. 


31SS55K: Function E06071; ||31SS55S: Function E06091; Interior Trim: Solid stainless steel interior trim including finger indented safety knobs 
Deadbolt by outside key. Deadbolt by outside key. which recess into solid brass through-bolted roses. 
Interior safety knob will retract but not ||Turnpiece will retract but not project : TET. . 
222 deadbolt Series 31 Deadlock Specifications: —— 
vr Backset: 2-3/4" Antimicrobial Finish 
pM Bolt throw: 1" stainless steel w/hardened roll pins Option Code: AM 


Case: Stamped Steel 
Front: 1-1/16" x 4-5/8" adjustable bevel 
Cylinder: Solid brass cylinder, 6-pin, “С” keyway, 2 keys. 
Optional HI-SECURITY™ cylinders available. 
m ——— Strike: #4035 Included 


BACKSET К BACKSET 


жаг! (| | | meri ГҮ 


11м" 3 4-114" 


* Standard & HI-SECURITY™ IC Core Models: @ 


Interchangeable Core models for 6 or 7 pin cores (not included). 


Accepts: Marks, Marks HI-SECURITY™, Medeco®, KeyMark™, Falcon, 
Schlage® small format & Best®. IC Core Tailpieces ARE Included. 
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SERIES PD Hospitat ІГТе5ауег Locksets 


CYLINDRICAL & MORTISE PUSH/PULL PADDLESETS 


Hospital Push/Pull Standard Features 


e 1-3/4" door thickness, self adjusting for thicker doors e Non-Handed 
° Variable mounting positions * Easily reversible configuration for push or pull styles 


1PD Cylindrical Standard Features SERIES 1PD е ANSI-A156.2 ° Grade 1 


* 2-3/4" backset std., 2-3/8", 3-3/4" & 5" optional 

* 2-3/4" “Т” strike; 4-7/8" ASA strike optional (5) LEAD LINING & ENGRAVING AVAILABLE 

* Government standard #161 door prep 

ше | нистон asa 


PUSH/PULLS ARE PACKED 6 PER CASE 


5PD, 55PD Mortise Standard Features SERIES 5PD, 55PD е ANSI-A156.13 е Grade 1 


° 5 Series Backset: 2-3/4"; 
55 Series Backset: 2-1/2" @ LEAD LINING & ENGRAVING AVAILABLE 
* Strike: #9035, 4-7/8" ASA curved lip strike 


KEYED SINGLE CYLINDER, NO DEADBOLT 
OFFICE VEST. 


1PD Cylindrical Paddleset 


KS 


1-55/64" 
< > 


he 
2-63/64" 


STOREROOM 


CLASSROOM 


5PD Mortise Paddleset 


A ENTRANCE 
ENTRANCE 
DORMITORY 
DORMITORY 
DORMITORY 


F13 
APARTMENT F20 
HOTEL F15 736 
SPECIAL PRIVACY 


KEYED DOUBLE CYLINDER, NO DEADBOLT 


APARTMENT F09 

INTRUDER LATCHBOLT F32 

CLASSROOM SECURITY 746 
CLASSROOM SECURITY 

w/HOLDBACK 

INSTITUTIONAL F3 


0 

EYED DOUBLE CYLINDER, WITH DEADBOLT 

ENTRANCE F35 

STOREROOM Е14 

INTRUDER DEADBOLT F34 

DORMITORY F11 
DORMITORY 


сә 


= 


үлтү TJ Ti 
r= | = о 
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4-19/64" 


| 


Paddlesets 


Hospital Push/Pull 


EYLESS 


How To Order 
Тр 2! 3. 4. 
Lockset Series Marks Function Flnish Options 
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ШОВТІ5Е Lock CYLINDERS 


Cylinders 


Length 
Mortise 15/16" 
Mortise 2-7/8" 
Mortise Concealed Mortise 1-1/8" 
. I Mortise 1-1/4" 
IC Core Cylinder Housings ——— Concealed 15/16" 
Concealed 1-1/8" 
e (гл. Mortise 2-3/8" 
= ) Mortise 1-3/4" 
NW NSB Mortise 1-1/2" 
R662 Small Format RA3182 Rim - 
IC Core — Schlage format Mortise IC Core Housing 1" 
6or 7 Pin ІС Core Mortise IC Core Housing 1-1/4" 
ü Mortise IC Core Housing 1-3/8" 
lg =s IC Core Cylinder Housing 1-3/4" 
“(7 Schlage@ type ІС Core, Uncombinated 
4 Schlage@ type ІС Core Housing 1-1/4" 
R2183 R4182 Rim IC Core Housing 1-3/8" 


6 Pin Core, Uncombinated 

7 Pin Core, Uncombinated 

6 Pin Core, Combinated 

7 Pin Core, Combinated 

Schlage® type IC Core, Combinated 
6 Pin Core, Construction Core 
Plastic Core Turn Knob 

Schlage® type Construction Core 


RM1182 |Marketry Core 


IC core pricing includes KA, KD or MK keying. * 


Ж Standard & HI-SECURITY'" IC Core Models: Ө 


Interchangeable Core models for 6 ог 7 ріп соге (пої included). 


Accepts: Marks, Marks HI-SECURITY™, Medeco®, KeyMark™, Falcon, 
Schlage® small format & Best”. IC Core Tailpieces ARE Included. 


Cylinder Cams 


2101 210 


2 
USE WITH USE WITH 
PART #| DESCRIPTION MORTISE LOCK CODE | PRICE DESCRIPTION MORTISE LOCK CODE 


2101 MARKS 1 ADAMS-RITE CAM 4 
STRAIGHT cam | ARROWSARGENT | A MARKS 5 
2101-C CORBIN RUSSWIN | Ct 
SCHLAGE 51 
MARKS 2 
A2 
C2 
S2 


PRICE 


MARKS 
ARROW/SARGENT 
CORBIN RUSSWIN 

SCHLAGE 


ARROW/SARGENT 
CORBIN RUSSWIN 

ARROW/SARGENT 

CORBIN RUSSWIN 


SCHLAGE 
SCHLAGE 


CLOVERLEAF CAM 


панинин 


1. 2. 
Cylinder Flnish 


See List Of FINISH 
Available 113 [1 10 [1 26 * Door Thickness 
O 3E |1 10B CT 26D 
П 5 П 15 (1 320 Сат апа keying information 
must be included іп the option section. 
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Keys & KEYING 


Keys 


Can Stamp A Maximum Of 6 Characters On Key. 


===, 


MARKS Keys 


IC Core Keys 


STANDARD| PIN LENGTH | SHOULDER | РІМТОРІМ| PLUG DIAMETER 
KEYWAYS | ACCEPTS |ІМСВЕМЕМТ5 | TO 1st PIN | DISTANCE 


Arrow 
Kwikset 
Segal 9 


MARKS “A” 5 PIN BRASS 


PRICE 
PART # |DESCRIPTION BLANK 
3 5 
5 


MARKS “С” 5 PIN BRASS, NICKEL PLATED 


MARKS “A” 6 PIN NICKEL SILVER 


MARKS “С” 6 PIN NICKEL SILVER 


MARKS “С” 6 PIN LARGE BOW 


IC CORE 6 OR 7 PIN (SMALL FORMAT) 


SCHLAGE® IC CORE CONTROL KEY 


BEST® A thru M keyway. Please specify. 


IC Core pricing includes KA, KD or MK Keying. 


DESCRIPTION 


PART # 
KA 


KEYED ALIKE 


PRICE 
REGULAR | IC CORE 
NC NC 


KEYED DIFFERENT 


MASTER KEYED 


CONSTRUCTION MASTER KEYED 
(Includes GMK or MK) 


GRAND MASTER KEYED 


GREAT GRAND MASTER KEYED 


GREAT GREAT GRAND MASTER KEYED 


HOTEL KEYED (Guest, Maid, Emergency) 


KEYING TO A SPECIFIC CODE NUMBER 
STAMPING 
LETTERS/NUMBERS ON KEY 


[8 | 6 _ 


US PROPERTY - “ОО NOT DUPLICATE” 
VISUAL KEY CONTROL (УКС) 
CONCEAL KEY CONTROL 

EXTRA CUT KEYS WITH LOCKSET 


5 PER KEY 
5 PER KEY 


SEE KEYS ABOVE 


LARGE BOW KEY 


5 PER KEY 


KEY BITTING CODE LIST 


IC CORE PRICING INCLUDES KA, KD OR MK KEYING 


227 


Construction Master Keying: 

The construction master key (CMK) is to be used temporarily while the building 
is under construction. When construction is completed, the end user defeats the 
CMK's operation by turning the change key in each cylinder, rather than replace 
or re-keying the cylinder. 

Marks USA uses a program which is called the "lost ball” program. When 
construction key system is set up, three small ball bearings (construction balls) 
are placed between the bottom pin and master pin, normally in the last chamber 
as a "temporary master pin". The construction key is usually the same cut as the 
top master key with the exception of the sixth cut which is two increments higher. 
The construction master key will work in any cylinder until cylinder is "defeated" 
by making one full rotation in the cylinder with the change key. The cylinder plug 
requires a small diameter "pocket" drilled on one side of one pin chamber so when 
rotating the cylinder with the change key the pocket will capture the construction 
balls. The construction pocket in the plug is smaller than a pin chamber. This prevents 
any top pins or master pins from entering as the plug rotates. Once the cylinder is 
defeated, there is no way for the cylinder to be construction keyed again without 
disassembling it. 


Standard Method 


Construction 


СМК OPERATES FREELY 
EITHER DIRECTION. 


construction pockets 


CHANGE KEY TURNED IN FULL СМК INSERTED 
ROTATION “LOSES” BUT NOT OPERATING. 
СМ BALLS INTO POCKET 


Secondary Method: Permanent Master Key Voids CMK Operation 


Construction 


CMK OPERATES FREELY 
EITHER DIRECTION 


Ф 


СМК INSERTED 
BUT КОТ OPERATING 


REST POSITION 


construction pockets 


PERMANENT SYSTEMS MASTER 
KEY TURNED IN FULL ROTATION 
“LOSES” CM BALLS INTO 


Length 


Concealed Cylinder Mortise Cylinder 


< 


Cylindrical Small Format Schlage® Rim Cylinder 
Cylinder IC Core format IC core Housing Housing 
6 or7 pin cylinder 


Ж Standard & HI-SECURITY™ IC Core Models: Ө 


Interchangeable Core models for 6 or 7 pin cores (not included). 


Accepts: Marks, Marks HI-SECURITY™, Medeco®, KeyMark™, Falcon, 
Schlage® small format & Best?. IC Core Tailpieces ARE Included. 
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HI-SECURITY'" CyLinpers: NON-UL 


HI-SECURITY™ MORTISE CYLINDERS 


NON-UL “0” Bitted x 2 Keys; 
“0” Bitted “NO KEYS” - Deduct $6 


PART # DESCRIPTION | 3,260 | 4,5,10, 10B, 15,26,32D | 358 | 


BXXX-D001A0N2 1-1/8" Mortise Cylinder 69 74 87 
-D001A0 1-1/4" Mortise Cylinder 74 80 92 
-D001A0 1-3/8" Mortise Cylinder 86 90 104 
- 1-1/2" Mortise Cylinder 96 101 113 
-0001 1-3/4" Mortise Cylinder 108 114 126 


1-1/8" Mortise Cylinder 75 82 
1-1/4" Mortise Cylinder 82 86 
1-3/8" Mortise Cylinder 93 98 
1-1/2" Mortise Cylinder 103 108 
1-3/4" Mortise Cylinder 103 120 
HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CASE 
HI-SECURITY™ MORTISE/RIM COMBO CYLINDERS 


NON-UL “0” Bitted x 2 Keys; 
“0” Bitted “NO KEYS” - Deduct $6 


[ PART | DESCRIPTION | 90 [авон 15,2600 | — 3E | 

EXXX-D001A0N2 1" Combo Oylinder 62 67 

EXXX-D001A1N2 1" Combo Cylinder 69 74 87 
HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CAS 


HI-SECURITY™ KIK CYLINDERS 
NON-UL “0” Bitted x 2 Keys; “0” Bitted “NO KEYS" - Deduct $6 


PART # DESCRIPTION 


G26D-D001X0N2 Key-In-Knob Cylinder 
NON-UL KD x 2 Keys 
G26D-D001X1N2 Key-In-Knob Cylinder 


HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CAS 


HI-SECURITY™ MARKS IC CORE CYLINDERS 
NON-UL “0” Bitted x 2 Keys x 1 Control Key; “0” Bitted “NO KEYS” - Deduct $6 


PART # DESCRIPTION 


H26D-D001X0N2 6 Pin IC Core Cylinder 
J26D-D001X0N2 7 Pin IC Core Cylinder 


H26D-D001X1N2 6 Pin IC Core Cylinder 72 
HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CAS 


HI-SECURITY™ Schlage® LARGE FORMAT IC CORE CYLINDERS 
NON-UL “0” Bitted x 2 Keys x 1 Control Key; “0” Bitted “NO KEYS” - Deduct $6 


PART? x DESCRPTON — | — 2 — 

Een 
NON-UL KD x 2 Keys x 1 Control Key 

Kg 


HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CAS 
HI-SECURITY™ Medeco® LARGE FORMAT IC CORE CYLINDERS 


NON-UL “0” Bitted x 2 Keys x 1 Control Key; “0” Bitted “NO KEYS” - Deduct $6 | FINISHGROUPS | 
PART # DESCRIPTION — 
P26D-D001X0N2 6 Pin Medeco@ IC Core Cylinder — 96 | 


NON-UL KD x 2 Keys x 1 Control Key 


P26D-D001X1N2 6 Pin Medeco® IC Core Cylinder 


HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CASE 
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sJapul|AD 
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HI-SECURITY™ CyLinpers: UL 437 


HI-SECURITY™ MORTISE CYLINDERS 
“0” Bitted “NO KEYS” - Deduct $6 
[Pam [| п 3260 | 4510405 452632 E 
BXXX-D001A0U2 1-1/8" Mortise Cylinder 90 
CXXX-D001A0U2 1-1/4" Mortise Cylinder 93 
DXXX-D001A0U2 1-3/8" Mortise Cylinder 108 


LXXX-D001A0U2 1-1/2" Mortise Cylinder 117 
MXXX-D001A0U2 1-3/4" Mortise Cylinder 129 


UL 437 KD x 2 Keys 


BXXX-D001A1U2 1-1/8" Mortise Cylinder 
CXXX-D001A1U2 1-1/4" Mortise Cylinder 
DXXX-D001A1U2 1-3/8" Mortise Cylinder 
LXXX-D001A1U2 1-1/2" Mortise Cylinder 
MXXX-D001A1U2 1-3/4" Mortise Cylinder 


HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CASE 


HI-SECURITY'" MORTISE/RIM COMBO CYLINDERS 
“0” Bitted “NO KEYS" - Deduct $6 
[ PANT; | DESCRIPTION | зш — | 451010. 152632 | — 3E — _ 
EXXX-D001A0U2 1" Combo Cylinder 80 84 97 
UL 437 KD x 2 Keys 
EXXX-D001A1U2 1" Combo Cylinder 86 90 104 


HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CAS 


HI-SECURITY™ KIK CYLINDERS 
UL 437 "0" Bitted x 2 Keys; “0” Bitted “NO KEYS” - Deduct $6 


PARTI DESCRIPTION ао 


UL 437 KD x 2 Keys 


G26D-D001X1U2 Key-In-Knob Cylinder | 6 


HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CAS 


HI-SECURITY™ Schlage® LARGE FORMAT IC CORE CYLINDERS 


UL 437 “0” Bitted x 2 Keys x 1 Control Key; “0” Bitted “NO KEYS" - Deduct $6 | FINISHGROUPS | 
PART: DESCRIPTION ж 
K26D-D001X0U2 6 Pin Schlage® IC Core Cylinder | 9 | 


NON-UL KD x 2 Keys x 1 Control Key 


K26D-D001X1U2 6 Pin Schlage® IC Core Cylinder (ШЕТ ЕЛЕНЕ 


HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CAS 


HI-SECURITY™ 
Cylinders 


HI-SECURITY™ Medeco® LARGE FORMAT IC CORE CYLINDERS 
UL 437 “0” Bitted x 2 Keys x 1 Control Key; “0” Bitted “NO KEYS" - Deduct $6 


PARTI DESCRIPTION ъ= 


NON-UL KD x 2 Keys x 1 Control Key 


P26D-D001X1U2 6 Pin Medeco@ IC Core Cylinder 22 A 


HI-SECURITY™ CYLINDERS ARE PACKED 24 PER CAS 
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НІ-ЗЕСОЕТТҮ”” CYLINDERS 


Security-Mate™ & SPECIAL APPLICATION CYLINDERS 


Security-Mate™ MORTISE CYLINDERS 
“0” Bitted “NO KEYS” 
BXXX-DXXXAONO 1-1/8" Mortise Cylinder 
CXXX-DXXXAONO 1-1/4" Mortise Cylinder 
DXXX-DXXXAONO 1-3/8" Mortise Cylinder 
LXXX-DXXXAONO 1-1/2" Mortise Cylinder 
MXXX-DXXXAONO 1-3/4" Mortise Cylinder 


Security-Mate™ MORTISE/RIM COMBO CYLINDERS 
"0" Bitted "NO KEYS” 
EXXX-DXXXAONO 1" Combo Oylinder 
FXXX-DXXXAONO 1-1/8" Combo Oylinder 


Security-Mate™ CYLINDERS ARE PACKED 24 PER CASE 


Security-Mate™ KIK CYLINDERS 
"0" Bitted "NO KEYS" 


Ste DESCRPTON | — b И 
Exon д |кнефоне — — [ = 


Security-Mate™ CYLINDERS ARE PACKED 24 PER CASE 


Security-Mate™ MARKS IC CORE CYLINDERS 
“0” Bitted “NO KEYS” 


PART # бе — | — 2 — | 


H26D-DXXXX0N0 6 Pin IC Core Cylinder 47 
J26D-DXXXX0N0 7 Pin IC Core Cylinder 50 


Security-Mate™ CYLINDERS ARE PACKED 24 PER CASE 


Security-Mate® Schlage™ LARGE FORMAT IC CORE CYLINDERS 
“0” Bitted “NO KEYS” 


PART DESCRIPTION | wo | 


Security-Mate™ CYLINDERS ARE PACKED 24 PER CASE 


Security-Mate® Medeco™ LARGE FORMAT IC CORE CYLINDERS 


“0” Bitted “NO KEYS” 
DESCRIPTION 
6 Pin Medeco® IC Core Cylinder 


Security-Mate™ CYLINDERS ARE PACKED 24 PER CAS 


sJapul|AD 
wALIYNOAS-IH 


HI-SECURITY™ SPECIAL APPLICATION CYLINDERS 


KA Par ш! 2 Keys, NOIL, Sight Сап ЕСІНЕ 


HI-SECURITY™ SPECIAL APPLICATION CYLINDERS ARE PACKED 24 PER CAS 
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НІ-ЗЕСОЕТТҮ”” CYLINDERS 


HOW ТО ORDER HI-SECURITY ™ CYLINDERS AND KEYS 


How To Order Example 
for HI-SECURITY™ Cylinders 


1. & 3. 4. 5. 6. f 8. 
Саш id jan [| oe SE EE Se Ge 


CYLINDER FINISH KEYWAY SECURITY CAM TAIL KEYING UL or KEYING 
TYPE CODE MORTISE NON-UL 
C] B = 1-1/6" [13 П D=HS [1 001- (1 Az 2101 [] 0= “0° Війќеа | (71 U= C] 0 = "0" Bitted 
Mortise MARKS = UL 437 
r4 [] B-2102 S 1=1K 
[1 С = 1-1/4" 7 5 pa n [1 1=KD П еу 
Mortise T 2=KA r1 N= [] 2=2 Keys 
T D=1-3/8" П 10 [1 E=2105 NONUL |0 3=3Keys 
Mortise 1 108 (1 Е-2106 (1 з= СМК 
1 та 1-12" O 15 КІК (1 4=GMK Up to 9, Then 
ortise п 26 as separate 
[] M = 1-3/4" П A= (1 5-MK = 
Mortise 26D Standard Tail line item 
T E=1" O 32 J B- (1 6=GGMK 
Е Ser? C) 32D Classroom Тай 
Combo = С= | 
T G=KIK i-Que Electronic 
Cylinder IC CORE 
(1 H= IC Core : 
Marks 6 Pin (1 A=6PinIC 
C] J= IC Core [1 B=7Pin IC 
Marks 7 Pin 
(1 K = IC Core 
Schlage@ 
Large Format 
ГІ P = IC Core 
Medeco@ 


Large Format 


How To Order Example 
for HI-SECURITY™ Keys 


u ЕСЛИ ШЕН 


HI-SECURITY™ 
Cylinders 


ik 3. 4. 5. 
id SS 231082028 SES MS SE ^d His 


KEY TYPE PINS KEYWAY SECURITY CODE SPECIAL KEY TYPE 
CT HS = HI-SECURITY™ (1 5 Pin [1 DzHS ПІ 001 = Marks (1 C = Control Key 
(1 RS = IC Core C 6Pin 
(1 7 Pin 
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НІ-ЗЕСОЕТТҮ”” CYLINDERS 


KEYS, CANS & TAILPIECES 


KEYS KEYING CHARGES 


PART A DESCRIPTION PRICE PART # DESCRIPTION PRICE 


HS5D001 5 Pin Key Blank Keyed Alike, Keyed Different 
HS6D001 6 Pin Key Blank 


RS6D001 6 Pin IC Key Blank Master Keyed 


RS7D001 7 Pin IC Key Blank 
Schlage@ IC CORE CONTROL KEY 


HSR3184 6 or 7 Pin IC Key Blank Great Grand Master Keyed 


CUT KEYS Construction Master Keyed 
Conventional Cylinder 
IC Core Cylinder Visual Key Control 


MORTISE CYLINDER CAMS Schlage® LARGE FORMAT IC CORE HOUSING CAMS 


PART # DESCRIPTION PRICE PART # DESCRIPTION PRICE 


2101HS Straight Cam R2101-C Straight Cam 


Grand Master Keyed 


2102HS Clover Cam R2102-C Clover Cam 


2104HS Adams Rite Cam R2104-C Adams Rite Cam 


2105HS J - Сат R2105-C J- Cam 


2106HS G - Cam R2106-C G - Cam 


elee|ele 


CYLINDRICAL TAIL PIECES 


PART # FUNCTIONS PRICE 


F1903-C 


sJapul|AD 
wALIYNOAS-IH 


Ғ19035-С S, DA, DB, DC, SB, T 


IC CORE TAILPIECES 


HR1984-HS AB, B, DA (ext.), DW, F, FEU, FEL 


HR1984S-HS S, DA (int.), DB, DC, SB, T 
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НІ-ЗЕСОЕТТҮ”” CYLINDERS 


PARIS LIST 


PARTS LIST 


PART # DESCRIPTION PRICE PACKED 


P2031 Finger Pins #1 (Silver) 25 per pack 


P2032 Finger Pins #2 (Copper) 25 per pack 


P2033 Finger Pins #3 (Black) 25 per pack 


P2034 Finger Pins #4 (Gold) 25 per pack 


2035 Sidebar - Schlage® IC 25 per pack 


2036 Sidebar - Combo, KIK, Mortise 25 per pack 


2051 Sidebar - Best® IC 25 per pack 


2037 Sidebar Springs 50 per pack 


2044 Mortise Cam Screws 12 per pack 


2045 IC Mortise Cam Screws - SCHLAGE® ONLY 12 per pack 


2038 Hardened Steel Pins 12 per pack 


2041 Schlage® IC Cap Pin 12 per pack 


2042 Schlage® IC Cap Pin Spring 12 per pack 


2046 Schlage® IC Screw Cap 6 per pack 


2048 KIK Screw Cap 6 per pack 


2043 Best® IC Clip 12 per pack 


2039 Top Hex Screws (HI-SECURITY™ Mortise) 12 per pack 


2040 Top Hex Screws (HI-SECURITY™ Best® IC) 12 per pack 


2047 HI-SECURITY™ Registration Card 10 cards 


R2984 7 Pin IC Tailpiece (AB, DW, F) 


Cylinders 


= 

Е 

> 
= 
a 
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R2984S 7 Pin IC Tailpiece (S, DA, DB, DC, SB, T, TS) 


R1981 Spacer 


K2030 Parts Kit 


2049 Plug Holder 


BXXX-D133B1N1C Cut Away Mortise Cylinder 


BXXX-D133B1N1P Plastic Mortise Cylinder 


HSICT Shear Tool 


HSC387 HPC Card C387 


FOR ADDITIONAL DESIGNS, ASK FOR THE CUSTOM LOCK DIVISION CATALOG OR VISIT OUR WEBSITE @ WWW.MARKSUSA.COM 99 
631-225-5400 • 1-800-526-0233 • Fax 631-225-6136 • ©2012 MARKS USA 


SERIES 220 Door CLOSERS 


GRADE 1 BARRIER-FREE & DELAYED-ACTION CONTRACTOR QUALITY? DOOR CLOSERS 


Performance Specifications 

° Smooth rack and pinion action 

° Non-corroding, durable housing 

° Separate adjustable speed controls for latching and closing 

° Needle bearings to ensure smooth operation 

° All-temperature hydraulics are not affected by severe temperature swings 

* Non-handed, for right or left hand door opening applications 

° Delayed Action Closer & Combined Units allow a closing speed to a maximum of 8 
minutes, 50 seconds, with a minimum of 20 seconds. Closing speed is adjusted with 
the power adjusting nut. 

° Grade 1 closer is complete with parallel arm bracket, and full plastic cover 

* Finish: Aluminum, Duranodic (other finishes consult factory) 

° 220 series Barrier Free closers cover kits are available in brass and polished 
chrome finish. 


MARKS # DESCRIPTION PRICE 
MC220BF Barrier Free 173 
MC220ADA Delayed Action ADA 197 
MC220BFADA Barrier Free and Delayed Action ADA 188 
MC220SP Spring Power Adj 173 


SERIES 225 Tri-Pack Door CLOSERS 


ALL-IN-ONE DELUXE DOOR CLOSER PACKAGES 


J 
S 
© 
= 
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Standard Features 10 Year Warranty 


Performance Specifications 

° Features 2 speed controls for closing and latching. 

* Non-handed and using the same template as many other national 
brands. 

* Rack and pinion action door closer with all temperature hydraulics 
in an aluminum housing. 

* Separate controls adjust, at any time, both closing and latching 
speeds. 

* A fully adjustable model with back check is available. 

* Guarantees trouble free operation of each closer for 10 years. 

* UL tested, and listed for use on hollow metal fire rated doors. 


* Exterior housing is made of high tensile strength aluminum. 
* Finish: Aluminum, Duranodic (other finishes consult factory) 

* Fits even extra heavy doors. 

* Available with cover. 


MARKS £ DESCRIPTION PRICE 

HEAVY DUTY 
Tri-Pack 
Tri-Pack w/ Back Check 
Hold Open Arm 

EXTRA HEAVY DUTY 

MC225XDBC XD w/ Back Check 176 
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SERIES 300 OVERHEAD CONCEALED Door CLOSERS 
CONTRACTOR QUALITY? DOOR CLOSERS 


5 Year Warranty Standard Features 


Performance Specifications 

° UL Listed 

° Dual valves sweep and latching speeds are easily adjusted 

° Center hung fits into a standard 4-inch header 

° Center pivoted for single and double action doors provides positive “centering” 

° Fully adjustable radial ball bearing pivots for floor and threshold mounting 

° Temperature sensitive hydraulic fluid delivers consistent closure speed all the time 
* Available in 90° or 105° positive backstops 

* ADA compliance available 

* Complies with ANSI A156.4 

* Light tension, medium and heavy spring tension units to match door sizes and weights 
* Finish: Aluminum, Duranodic (other finishes consult factory) 


MARKS % DESCRIPTION PRICE 


DOOR SIZES UNDER 30" FINISH: Aluminum / Duranodic 


DOOR SIZES UP TO 40" 


DOOR SIZES UP TO 48" 


SERIES 400 Door CLOSERS 


MULTI-SIZE, FULL FEATURE DOOR CLOSERS 


25 Year Warranty 


Standard Features 


Performance Specifications 

* Cast Iron Body, ANSI A156.4 Grade 1 and ADA Compliant, UL Listed 

* ADA Handicap Multi-sized Closers with Adjustable Spring Power for a Range of 
Sizes, Adjustable After Installation 

* |SO 9002 Quality Assurance 

* Available in a Choice of Three Arm Types, Heavy Duty Stop Arm with Hold Open, 
Heavy Duty Arm, or Standard Arm 

e Tri-Style Installation: Installs Regular, Parallel Arm or Top Jamb 

* Non-handed 

* Adjustable Sweep and Latch Speeds: Separate Valves to Adjust Each 

* Adjustable Backcheck: Standard 

* Adjustable Delayed Action Closing Option Available 

* Cover: High Impact, Molded Plastic Full Cover 

* Power of Closer Can Be Adjusted to Conform to the Requirements of the Americans 
with Disabilities Act (ADA) and as Outlined in ANSI A 117.1 Specifications for 
Making Buildings and Facilities Accessible to, and Useable by the Physically Disabled 

° Door Opening: Regular Arm 120°, Parallel Arm 180% and Top Jamb 120% 

* Finish: Aluminum, Duranodic (other finishes consult factory) (à) @ 


MARKS % DESCRIPTION FINISH PRICE 


MC400PATPC Power Adjustable Tri-Pak Cast Aluminum / Duranodic PR | 
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SERIES M9900 Exit DEVICE 


RIM MOUNT 


MARKS # FUNCTION PRICE SPECIFICATIONS 
° End cover: Flush mounted beveled “Panic Protector’ design. 
М9900Е Fire Rated Rim Panic ИГИН e Strike: Roller strike. 
| : " * Rail Assembly: Extruded Aluminum, 32D finish. 
M3900. 48 Bee * Dead latch Bolt: Stainless Steel 3/4" throw. 
' | ; i ° Dead latch Bolt: Stainless Steel 5/8". 
M9900F - 48 Fire Rated Rim Panic - 48 ИГ 
LN * Dogging feature: Allen Key (M9900) 
OPTIONS ° Ken For “Panic Hardware” апа Fire Rated Model 3 hour fire 
M9900 33” LENGTH FOR 36” DOOR up to 38" x 86". 


° ANSI: ANSI 156.3 (2001), requirements for Grade 1. 
M9900 - 487 42" LENGTH FOR 48” DOOR “3 Hour Fire Rating 
° Finish: 32D 


* EXTRUSION HEAVY GAGE, 32D FINISH * PANIC PROTECTOR™ END САР 
* LIFETIME MECHANICAL WARRANTY * EASY INSTALLATION, ECONOMICAL 


SERIES M9900 VR Exit DEVICE 
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MARKS # FUNCTION 


eeng [ Rim Panic Verica Rod — — [Us 
(eer Fre aid Fim Panie Verica Rod [550 
(eessen? | sas 


SPECIFICATIONS 


Device Head Cover: Zinc alloy or stainless steel 
Chassis: Steel, plated 
Mechanism Housing: Extruded aluminum 
I| Push Bar Base: Extruded aluminum 
d Touch Plate: Stainless steel 
End Cap: Stainless steel 
Top Latch: Stainless steel 37/64" (14.8mm) 
Top Strike: Included 
Bottom Latch: Stainless steel 37/64" (14.8mm) 
Bottom Strike: Included 
Latch Case Covers: Steel, stainless steel or brass 
Vertical Rods: Aluminum tube 
Hand: Non-handed 
Mounting: Machine screws standard. Sex bolts optional. Order 
"SNB" for wood or unreinforced metal doors 
Dogging: Allen-type key furnished 
Finish: 32D 
Outside Trim: Order separately 
Standard height: For 770” doors 
UL Listed: ANSI/BHMA Grade) Panic Exit Hardware, 3-Hour Fire 
Rating 


Surface Vertical Rod 


APPLICATION 


* For use on single doors or pair of doors 


° 1-3/4'(44 mm) door thickness standard. Specify thickness 
other than 1-3/4" 

* RHR or LHR hollow metal, wood and mineral core doors 

* Minimum Stile Width : 3 1/2" (89 mm) 
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SERIES M9900 ExTERIOR TRIM 


M411 Shown Below Lever/Rose Shown Below 


(cylinder 
not included) 


Cylindrical Dogging 


MARKS # FUNCTION ENTRY LEVER TRIM 


M411 Finger Pill - no cylinder * Standard Marks “С” Keyway КМК cylinder for panic device. 
: ° Cylinder locks or unlocks lever, rigid when locked; when unlocked 
MLHL-650A Lever / Rose Trim Entry retracts latch bolt. 
MLHL680F Lever / Rose Trim Storeroom * Marks 26D Finish / Standard 1-3/4” Door Thickness 
“|С Prep Code G1, Less Cylinder G3 


Escutcheon Lever Design 
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MLHL-600N Lever / Rose Trim Passage 
MLHL-600DT [Lever / Rose Trim Dummy Trim 


MESC600A ` |Lever/ Escuteon Trim Entry * Thru bolt design. - f 

* Non Handed design. Easily field reversible. 

MESC600F ` Leer! Escuteon Trim Storeroom ° Marks 32D Finish / Standard 1-3/4” Door Thickness 

MESC600N Lever / Escuteon Trim Passage * Standard Marks “С” Keyway 1-1/4 Mortise cylinder with special cam 
* |C Prep Code G1 


MESC600DT |Lever / Escuteon Trim Dummy Trim | 100 | e Less Cylinder G3 


CAMS & TAILPIECES 


MORTISE CYLINDER CAMS KNK CYLINDER TAILPIECES 
M9907 MESC600A M9903 899)  MLHL650A - CLIP ON 
M9908 | MESC600F F1903.SCH ~~~)  MLHL650F - SCREW САР 
M9909 MESC600A ІС CORE HOUSING | Мәд 2. MLHL650A or 
| F - IC CORE 627 PIN 
M9910 МЕ5С600А IC CORE HOUSING 
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SERIES M9100 Exit DEVICE 


NARROW RIM MOUNT 


ы” 


APPLICATION 


° For use on single doors or pair of doors with mullion 

° 1-3/4”(44 mm) door thickness standard. Specify thickness 
other than 1-3/4". 

* RHR or LHR hollow metal, wood and mineral core doors. 

° Minimum Stile Width : 4 1/2"(114 mm) 


* UL & ULC Listed panic and fire exit hardware 
* ANSI/BHMA A156.3-2001 Grade 1 Compliant 


* CA Title 19 Complaint 
OC, LISTEI 


° Meets/Exceeds ADA requirements 
* UBC 97, Standard 7.2 


* Panic & Fire Exit Hardware 


* ANSI/BHMA A156.3 Grade 1 Patent 
* CA Title 19 Compliant 


Pending 


MARKS % DESCRIPTION PRICE 


M9100 Narrow Rim Exit Device | 80 | 


SPECIFICATIONS 


Head Cover: Zinc alloy or stainless steel 

Chassis: Steel, plated 

Housing: Extruded aluminum 

Push Bar Base: Extruded aluminum 

Touch Plate: Stainless steel 

End Cap: Zinc alloy 

Latch Bolt: Stainless steel, 3/4'(19mm) throw 

Latch: Deadlocking, Stainless steel, 5/8"(16mm) throw 

Strike: Stainless steel 

Hand: Non-handed 

Mounting: Machine screws standard. Sex bolts optional. Order “SNB” for wood or 
non-reinforced metal doors 

Dogging: Allen-type key furnished 

Finish: 32D, Additional finishes consult factory 

Outside Trims: Order separately 

UL Listed: ANSI/BHMA Grade) Panic Exit Hardware, 3-Hour Fire Exit Hardware. 


SERIES M9300 Exit DEVICE 


MORTISE 


APPLICATION 


° For use on single doors or active leaf of double doors 

° 1-3/4'(44 mm) door thickness standard. Specify thickness 
other than 1-3/4”. 

* RHR or LHR hollow metal, wood and mineral core doors. 


MORTISE LOCK SPECIFICATIONS 


Lock Case: Steel plated 6 1/16" x 3 15/16" x 29/32" 
(154mm x 100mm x 23mm) 

Anti-friction Latchbolt: 3/4"(19mm) throw 

Hand: Reversible without removing the lock from the 
door 

Auxiliary Deadlocking Bolt: Non-handed, stainless steel 
Faceplate: Adjustable, 19/32" stainless steel or brass. 
Strike: ANSI 4 7/8” 


MARKS # DESCRIPTION PRICE 


DEVICE SPECIFICATIONS 


Device Head Cover: Zinc alloy or stainless steel 

Chassis: Steel, plated 

Housing: Extruded aluminum 

Push Bar Base: Extruded aluminum 

Touch Plate: Stainless steel 

End Cap: Zinc alloy 

Hand: Non-handed 

Mounting: Machine screws standard. Sex bolts optional. Order "SNB" for wood 
or nonreinforced metal doors 

Dogging: Allen-type key furnished 

Finish: 32D, Additional finishes consult factory 

Outside Trims: Order separately 

UL Listed: ANSI/BHMA Grade) Panic Exit Hardware, 3-Hour Fire Exit Hardware. 
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SERIES M9200 
Exit DEVICE 
ы 


р 


1 


Surface Vertical Rod 


= а H 
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MARKS # DESCRIPTION PRICE 


M9200 Surface Mounted Narrow Vertical Rod | 90 | 


APPLICATION 


° For use on single doors or pair of doors 

* 1-3/4”(44 mm) door thickness standard. Specify thickness other 
than 1-3/4” 

° RHR or LHR hollow metal, wood and mineral core doors 

° Minimum Stile Width : 3 1/2" (89 mm) 


SPECIFICATIONS 


Device Head Cover: Zinc alloy or stainless steel 

Chassis: Steel, plated 

Mechanism Housing: Extruded aluminum 

Push Bar Base: Extruded aluminum 

Touch Plate: Stainless steel 

End Cap: Stainless steel 

Top Latch: Stainless steel 37/64" (14.8mm) 

Top Strike: Included 

Bottom Latch: Stainless steel 37/64" (14.8mm) 

Bottom Strike: Included 

Latch Case Covers: Steel, stainless steel or brass 

Vertical Rods: Aluminum tube 

Hand: Non-handed 

Mounting: Machine screws standard. Sex bolts optional. Order 

"SNP" for wood or unreinforced metal doors 

Dogging: Allen-type key furnished 

Finish: 32D, Additional finishes consult factory 

Outside Trim: Order separately 

Standard height: For 770” doors 

UL Listed: ANSI/BHMA Grade) Panic Exit Hardware, 
3-Hour Fire Exit Hardware 


SERIES M9800 
Exit DEVICE 


MARKS # DESCRIPTION PRICE 
SSES 


APPLICATION 


° For use on single doors or pair of doors 

° 1-3/4”(44 mm) door thickness standard. Specify thickness other 
than 1-3/4” 

* RHR or LHR hollow metal doors 

° Minimum Stile Width : 3 1/2”(89 mm) 


SPECIFICATIONS 


Head Cover: Stainless steel 

Chassis: Steel, plated 

Housing: Extruded aluminum 

Base: Extruded Aluminum 

Touch Plate: Stainless steel 

End Cap: Zinc alloy 

Top Latch: Stainless steel 37/64” (14.8mm) 

Top Strike: Included 

Bottom Latch: Stainless steel 37/64” (14.8mm) 

Bottom Strike: Included 

Top & bottom Latch Case: Steel, plated 

Vertical Rods: Aluminum tube 

Hand: Non-handed 

Mounting: Machine screws standard. Sex bolts optional. Order 

“SNB” for wood or unreinforced metal doors 

Dogging: Allen-type key furnished 

Finish: 32D, Additional finishes consult factory 

Outside Trim: Order separately. 

Standard height: For 7'0” doors 

UL Listed: ANSI/BHMA Grade) Panic Exit Hardware, 
3-Hour Fire Exit Hardware 
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ELECTRIC LATCH RETRACTION 
WITH SIMULTANEOUS DOGGING 


Or usten ADA 


Rim Mount, Vertical Rod & Mortise 
NARROW VERSION AVAILABLE 


DEVICE SPECIFICATIONS 


ЕН Electric Latch Retraction MARKS # DESCRIPTION 
with simultaneous dogging HEAVY DUTY 
For: M9100, M9900, M9900VR, M9300 M9900ER Electric Latch Retraction 


Example: М9900/320-ЕН Күй M9900ERP Electric Latch Retraction w 602 Power Supp 
Operation: Momentary or maintained latch bolt and push M9100ER Electric Latch Retraction 


рай retraction; M9100ERP Electric Latch Retraction w 602 Power Supp 


Automatic re-triggering of latch retraction ЕЕЕ GEES 
Voltage: ` 24VDC @ 450 mA activation, 180 mA continuous K TES 


602RF 1 Amp power supply (1 ЕМС max) 
632RF 2 Amp power supply (2 ЕМС тах) 
EMC 2-station sequencer required for automatic doors only. |MS200ERP  |Electric Latch Retraction w 602 Power Supply | 2050 | 
Monitoring Available Latch status and REX output available 
Electric Latch Retraction w 602 Power Supply | 2050 | 


$әоләп 1x3 


Mortise 


DEVICE SPECIFICATIONS 


EM Electric Mortise Exit Device 
Example: M9300F/32D-EM 


MARKS # DESCRIPTION PRICE 
HEAVY DUTY 


«Field reversible:faiisecureifailsdfe: M9300MF Electrified Mortise Failsafe 1300 
e Remains latched when unlocked for fire door integrity М9300М5 (ele Mere ra НВ 1300 


* Failsafe (F) fire rated device for stairwell doors 
° Power loss or signal from fire command center releases 


failsafe device immediately 


Voltage: — 24VDC @ 450 mA activation, 180 mA continuous 


Monitoring Available 
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Ехіт ALARM EMERGENCY 


EXIT ONLY 


"DOOR ALARM WILL SOUNO 


Door sign included, Bar sign optional 


EMERGENCY EXIT - ALARM WILL SOUND | 


Rim Mount, Vertical Rod & Mortise NARROW VERSION AVAILABLE 


| = : 


DEVICE SPECIFICATIONS 


EA Exit Alarm, 9V battery powered (яуы usten ADA 
ЕВ Exit Alarm, 12-24V AC/DC input, 9V battery backup 
For: M9100, M9900, M9900VR 
Example: М9900/320-ЕА 
° 100 dB alarm; visual and audible On/Off status: 
Armed - green LED blinks every 4 seconds, 
Alarm mode - red LED, Bypass - no LED 
* Remote status output 
° 15 or 60 second arming delay 
“ 2 modes: Continuous alarm with manual key reset; Automatic re-arm 
2 minutes after door closes with any manual key reset before 2 minutes. 
Options: * Push pad sign 
° 6, 10 & 20 minutes alarm; 1 or 5 second re-arm delay 
* Remote access control, arm, disarm inputs 
* REX and latch status outputs 


MARKS # DESCRIPTION 
HEAVY DUTY 
M9900EA Exit Alarm 9V 
M9900EB Exit Alarm 9VDC w 12/24 AC/DC Input 
M9100EA Exit Alarm 9VDC 
M9100EB Exit Alarm 9VDC w 12/24 AC/DC Input 


Exit Alarm 9VDC w 12/24 AC/DC Input 
Exit Alarm 9VDC 
Exit Alarm 9VDC w 12/24 AC/DC Input 


M9300EA Exit Alarm 9VDC 


M9300EB Exit Alarm 9VDC w 12/24 AC/DC Input 


ELECTRIC FRAME ACTUATOR 


NO WIRING THROUGH DOOR 
NO POWER TRANSFER HINGE OR LOOP 


Or LISTED 


DEVICE SPECIFICATIONS MARKS # DESCRIPTION PRICE 


EFA Hitower Pro Frame Actuator Controlled Fire Exit Device HEAVY DUTY 
Features include failsafe operation and unlocks by access 
control, power loss or signal from fire command center. 
Door stays latched even when unlocked. All wiring is 
maintained in the strike jamb. Complies with national 
building and fire codes 


M9900EFA HiTower Pro Fram Actuator Controller Fire Exit 1750 


Specify Handing and Voltage: 24VDC, 24VAC, 115VAC 
Monitoring Available 
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ELECTRIC DOGGING 


Rim Mount, Vertical Rod & Mortise 


NARROW VERSION AVAILABLE 


А Grm 


DEVICE SPECIFICATIONS MARKS # DESCRIPTION 


DG Electric Dogging (failsecure) M9100, M9900, M9900VR, M9300 | [HEAVY DUTY — 
Example: M9900/32D-DG M9900DG ectric Dogging, Fail Secure 


. | m . M9900DGP echte Dogging, Fail Secure w 602 Power Supp! 
When energized by optional built-in or remote switch manual, 1910006 ectric Dogging, Fail Secure 


depressing the pushpad, causes the pushpad and latch to remain M9100DGP ectric Dogging, Fail Secure w 602 Power Supp 


retraced (unlocked) providing push-pull door operation. When M9100VRDG 
de-enegrized or signaled by a fire alarm, the pushpad and latch M9100VRDGP 
are released. M9200DG 
Voltage: 170/100 mA @ 12/24VDC M9200DGP 
Monitoring Available: Latch status and REX output available M9300DG 
M9300DGP 


DELAYED EGRESS 


; = PUSH UNTIL ALARM 
=== SOUNDS. DOOR CAN BE 
ш = = OPENED ІМ 15 SECONDS. || ll Ё 
natu — ss == 


Еа о: Rim Mount, Vertical Rod & Mortise 


NARROW VERSION AVAILABLE 
E mm 


DEVICE SPECIFICATIONS 


MARKS £ DESCRIPTION PRICE 
HEAVY DUTY 
M9900DE Delayed Egress 
M9900KDE Delayed Egress w Keyswitch 
M9900DEP Delayed Egress w 602 Power Supply 
M9900KDEP Delayed Egress w Keyswitch W 602 Power Supply 


M9900VRDE Delayed Egress 
M9900VRKDE  |Delayed Egress w Keyswitch 
M9900VRDEP |Delayed Egress w 602 Power Supply 


DE Wall mount delayed egress controller with keypad and 
electrified exit device, M9100, M9900, M9900VR, M9300 

Example: M9900F/32D-DE 

DEK Keypad controller with redundant key switch capable of 


all keypad control features 
602RF 1 Amp power supply 
* User PIN codes may be assigned to 1, 2 or all control functions. 


Delayed Egress 

Delayed Egress w Keyswitch 
Delayed Egress w 602 Power Supply 
M 


t 
M9100 
M9100 tc! 
9100 
9200 
9200 c 
9200 


Reset, sustained bypass and momentary bypass (RES) 
* Audible alarm voice release time, warning or safety message 


* Visual display countdown, locked/unlocked, egress executed 


Delayed Egress w Keyswitch 
Delayed Egress w 602 Power Supply 
M9200KDEP Delayed Egress w Keyswitch W 602 Power Supply 
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* 15 or 30 second exit delay, 1 or 2 second nuisance delay 2 minutes 


DE 
M DE Delayed Egress 
M 

DE 


Monitoring Available: Latch status available 


POWER TRANSFER HINGE FIRE RATED CONCEALED 
Noper POWER TRANSFER 


DESCRIPTION 


Power Transfer Hinge MPTH - 4 
Power Transfer hinge MPTH - 10 


FEATURES 


* UL10B Listed for 3 Hr Fire Doors. If the hinge you are presently 
using does not bear the F mark, it is not listed for use with fire doors. De 


* 500,000 cycles. 5 times UL test criteria Power Transfer loop MPT-2U 
* Wire Replacement Warranty Power Transfer Loop MPT-3V 


° 5ft wire cable 
FEATURES 


APPLICATION PT-5 Concealed Mortise Mount Power Transfer Loop 
Frame mortised steel dust box with flexible steel loop and chrome 
finish. Recommended for use with hollow metal frames. UL Listed 


Exit Devices 


Installed in the center hinge position of the door, PTH Power Transfer 
Hinges provide the concealed wires required between the door and Dimensions: 11.5°H x 1’W x 0.75"D (292 x 25.4 x 19mm) 
theframe, for the purpose of powering and monitoring electric door А; | | 


hardware. ; : us usten 
° Electric Lock Power and Control 10B Listed For 3 Hrs Fire Rated Doors (к) 


° Door ала Lock Status Signaling POWER TRANSFER LOOPS 

° Request-to-Exit Signaling 18” (447mm) stainless steel armored flex conduit with small plastic 
end caps or termination box. Recommended for use with hollow 
metal and aluminum frames. 


PTH-4 Four conductor hinge, 1 Amp @ 12/24V per pair, 
4.5" x 4.5" five knuckle standard weight 
PTH-10 Ten conductor hinge, 1 Amp @ 12/24V per pair, PT-2U With end caps 


4.5" x 4.5" standard weight PT-3V With aluminum wire termination box 


Consult factory for 3 knuckle, or special size 
602 C POWER SUPPLY 


Finish А Access Control Power Supply апа Charger, 

All base material Steel Selectable 12/24VDC, 1 Amp, Emergency 

Aluminum, Duranodic, US 3, 10B, 26D & 32D finishes Release Input, Low Battery Disconnect, 

12" x 12" x 4" Cabinet, UL, Class 2 

Options: Key locked cover; 6 ft power cord; 

cover or interior mounted on-off switches; 

manual reset switches; 7 day, skip a day timer; 

Rechargeable batteries. ei 

Multiple fuse protected outputs: Fuse modules provide protection for 4 or 
8 individual circuits. 

Dual 12 and 24VDC output capability: 12VDC voltage regulators enable 
dual 12 and 24VDC output capability for 12 and 24VDC components with 
one power supply. 

Relay and Timer Modules: Relay and timer modules provide interface and 
control capability for single and multiple stations. 


Options 
DPS Concealed Door Position Switch SPDT, 250тА @ 30VDC 
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TOUCHLESS EXIT SWITCH 
NO TOUCH WAVE-TO-EXIT SWITCH 


For Sanitary Entry/Exit applications 
DPDT Dry Contact Output ° Мо Moving Parts • Bi-color Status Illumination 


uU 


No Touch 


E X | Т Green: Active 


Red: Standby 


Rear Cover 
Rubber Gasket Ring 


1-8" 
(29mm) 


Pwr Relayf1 Relay#2 
= + NC C NONC C NO 


ч 
° 
с 
о 
= 
Ф 
e 
(42) 
m 
>. 
=. 


2-9 4 
(56mm) (115mm) 


(4207244 
85044452 


Screwless 


Е- -% Rear View Terminal Block 


Connections 


Side View Front View 


SPECIFICATIONS FEATURES & APPLICATIONS 


° Uses IR Sensor technology; device is active with the simple wave of a hand 


Input: 25mA (standby); 55mA (Active) @ 12/24VDC 
“ Designed to control electric locks/strikes, magnetic locks, or automatic 


Output: 2-SPDT, 3 Amp Dry Contact 
Activation Time: 

1 second or as long as sensor is triggered 
LED Color: Standby RED; Active Green processing, hospitals and labs. 


door operators 
* Ideal for use in sanitary applications such as cleanrooms, bathrooms, food 


° Sensing Range up to 4" (10cm) 


Range: 4" (10cm) 
Weight: 3 02. (85g) * Mounted on a durable stainless steel plate 
Dimensions: 4.5" x 2.75" x 1.375" * Dual LED, illuminated sensor, Red/Green indicates Inactive/Active status 


(115 x 70 x 35mm) * Quick connect screwless terminal block for easy installation 
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HINGES 
CONTRACTOR QUALITY® 4 1/2" X 4 1/2" BALL BEARING HINGES 


Marks USA ball bearing template butt hinges are made to genuinely close tolerances to fit standard template cutout and screw hole 
locations in hollow metal doors and metal frames manufactured to conform to a similar template. Hinges also meet applicable ANSI 
(American National Standards Institute) dimension standards. 


Full mortise template hinges fit snugly and trimly in wood or hollow metal doors with pressed metal or wood jambs. Hinges are loose 
pin, unless otherwise stated, and are fully swaged for smooth operation, and long life. 4 1/2" x 4 1/2" hinges are .134" (more than 1/8") 
thick for extra strength. 


MARKS # FUNCTION DESCRIPTION 


МВ2279 4H Loose Pin - 4.5” x 4.5” 
Fixed Pin - 4.5” x 4.5” 

M2279 4H Loose Pin - 4.5” x 4.5” 

M2279 4HN Fixed Pin - 4.5” x 4.5” 

MB1279 PC4H Loose Pin - 4.5” x 4.5” (Prime Coat Gray) 
Fixed Pin - 4.5” x 4.5” (Prime Coat Gray) 
Loose Pin - 4.5” x 4.5” (Dull Chrome) 
Fixed Pin - 4.5” x 4.5” (Dull Chrome) 


4.5” x 4.5” 


Machine Screw Size .5 x 12-24 

Wood Screw Size 1.25 x 12 
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Number of Wood Screws Bx 


How То ORpER Door CLosERs & PANIC DEVICES 


OPTIONS 


Power Transfer Hinge MPTH - 4 
Power Transfer hinge MPTH - 10 
Power Transfer loop MPT-2U 
Power Transfer Loop MPT-3V 


Keyswitch 
POWER SUPPLY OPTIONS 
FB-4 Fused Terminal board 4 individually fused outputs 
ACM-1 Access Control Module. One SPST volttage output, One SPDT Staus output eight triggered inputs (4N/C, 4N/O) led Status 
indecator 


. |EMC - Sequencer Module requiored for pair of doors and automatica doors 12/24 VDC for use with Marks M602RF amd M632RF 150 
power suoplies 

UR2-4 , Universal Controller for 2 doors. Field select TD, LR, TD/LR, mantrap A, B, С 

interlock. Two fused SPDT dry outputs, 5 Amp @ 30VD 


UR4-8 Universal Controller for 4 doors. Field select TD, LR, CR, TD/LR, mantrap A, B 
interlock. Four fused SPDT dry outputs, 5 Amp @ 30VDC. 

Four SPDT dry outputs, 1 Amp @ 30VDC. Two inputs per station, four auxiliary inputs. 
PSM Power Supply Monitoring Module 


For remote monitoring of power supply AC input, DC output and battery backup 
On/Off status. 2 SPDT Relay Outputs, 1 Amp @ 12/24VDC 


Universal Field Programmable Application Module 

7 day programmable timer with memory battery back-up capability 
Output: 1 SPDT, dry contact 

Voltage: 16 Amps @ 30 VAC/DC 

Specify 12V AC/DC or 24 AC/DC 


N сл oo} го — 
m 


| | 


> 
го 


M620RF Power supply 12/24VDC 1 amp 


M632RF Power supply 12/24VDC 2 amp 


12V/5Ah Battery. Specify in pairs for 24V 


Пава |н EECHER ECH 
HEAVY DUTY SERIES ECLECTIC POWER TRANSFER DEVICE 

Prien | тю 18 Ga Consus Ampe Fan БЕСІНЕ 

BEER RECH 


TRIMS 


Kw j — — NENNEN 
4Ft cable and connectors 600/300 Ma @ 12/24VDC 

Г == И 
s [m j| J 


SWITCHES 
M474U Sanitary, No Touch wave to exit switch. IR sensor 4" read range Red, Green LED status, output ОРОТ 3 Amp dry cobntact input 
25mA (stand by) 55mA (active) @ 12 VD, face plate 20ga Stainless steel 


M422U Momentary SPDT PUSH TO EXIT 70 
M422AU Momentary SPDT2” Button - Blue illuminated lens only 


M423U Integrated electronic timer, adj. 1-60 sec12/24VDC, 2A DPST Contact PUSH TO EXIT 124 
M423AU Integrated 1-60 sec Timer 12/24VDC, 2A DPST Contact 2” Button - Blue illuminated lens only Symbol 124 


M424U Momentary DPDT PUSH TO EXIT 105 
M425U AA (On/Off) DPDT NONE 105 


MD-31D-W PASSIVE INFRARED EGRESS CONTROL, Motion detector with time delay, white 
MD-31D-B PASSIVE INFRARED EGRESS CONTROL, Motion detector with time delay , black 
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Marks Old Part H 


2009 Catalogue Page # Reference 


Old Part # 2009 Catalogue Old Part # 2009 Catalogue Old Part # 2009 Catalogue 
21 Unilock™ Knob/Plate sets .............. 49 5890 Сіаѕѕіс/Атегісап Lever/Plate set 12-13 8520 Royale Handleset 
22 Ornamental Knob/Rose sets .......... 49 5895  Classic/Titan Lever/Plate set ....12-13 8530 Томпе Handleset 
2000 5920 Royale Lever/Plate set „32-33 8600 Georgian Handleset........................ 48 
2650 5945  Royale/Monaco set 2492-33 8710 Cambridge Handleset................ 10-11 
3000 5950  Royale/Madison set 2432-33 9000  Mortise Lock Knob/Lever sets ....9-37 
4000  Mortise Lock Handlesets .......... 38-48 5975  Royale/Crescent set S 9200 New Yorker Knob/Plate set ......30-31 
4000.5 Mortise Lock bodies........................ 52 6000 Mortise Lock Handleset ............ 38-48 9215  Unilock'" Lever/Plate set .............. 49 
4410 Grand Madison Handleset.............. 42 6410 Grand Madison Handleset............... 42 9225 Ornamental Lever/Rose sets .......... 49 
4430 Grand Towne Handleset ................ 46 6430 Grand Towne Handleset ................ 46 9300 Capitol Knob/Plate set .............. 
4445 Claremont Handleset ..................... 46 6445 Claremont Handleset...................... 46 9400 Crown Knob /Plate set............... 
4450 Heritage Handleset 6450 Heritage Handleset 9500 Eclipse Knob/Plate set .............. 
4510 Madison Handleset ... „42 6510 Madison Handleset ... „42 9520 Royale Knob/Plate set .. ide 
4520 Royale Handleset... 445 6520 Royale Handleset... „45 9530 Towne Knob/Plate set .............. 
4530 Towne Handleset... 46 6530 Towne Handleset... 46 9535  Towne/Monaco Lever/Plate set....34-35 
4600 Georgian Handleset... 48 6600 Georgian Handleset... „48 9545 Madison/Monaco Lever/Plate set ..26-27 
4710 Cambridge Handleset ....... 238 6710 Cambridge Handleset 238 9550 Madison Lever/Plate set............26-27 
5000 Mortise Lock Knob/Lever sets ........ 53 6450 Heritage Handle set........................ 41 9560  Madison/Royale Lever/Plate......26-27 
5000.5  Mortise Lock bodies........................ 53 7000  Mortise Lock Knob/Lever sets ....9-37 9575  Madison/Crescent Lever/Plate set ..26-27 
5200 Мем Yorker Knob/Plate set ......30-31 7200 Мем Yorker Knob/Plate set ......30-31 9580  Madison/Plaza Lever/Plate set..26-27 
5300 Capitol Knob/Plate set .............. 14-15 7300 Capitol Knob/Plate set 9585  Towne/Crescent Lever/Plate set ..34-35 
5380  Capitol/Plaza Lever/Plate set ....14-15 7400 Crown Knob/Plate set 9590  Towne/American Lever/Plate set..34-35 
5385  Capitol/Crescent Lever/Plate set ..14-15 7500 Eclipse Knob/Plate set 9595  Towne/Titan Lever/Plate set......34-35 
5390 ` Capitol/American Lever/Plate set ..14-15 7520 Royale Knob/Plate set 9600 Eclipse Knob/Rose set .............. 36-37 
5395  Capitol/Titan Lever/Plate set ....14-15 7530  Towne Knob/Plate set 9640 Monaco Lever/Rose sei... 36-37 
5400 Crown Knob/Plate set................ 16-17 7535  Towne/Monaco Lever/Plate set ..34-35 9650 Madison Lever/Rose set............ 36-37 
5480  Crown/Plaza Plate set .............. 16-17 7545  Madison/Monaco Lever/Plate set ..26-27 9620 Royale Lever/Rose set .............. 36-37 
5485  Crown/Crescent Plate set.......... 16-17 7550 Madison Lever/Plate set............ 26-27 9680 Plaza Lever/Rose set ................ 36-37 
5490  Crown/American Plate set ........ 16-17 7560  Madison/Royale Lever/Plate......26-27 9685 Crescent Lever/Rose set .......... 36-37 
5495  Crown/Titan Plate set... 16-17 7575  Madison/Crescent Lever/Plate set ..26-27 9690 American Lever/Rose set .......... 36-37 
5500 Eclipse Knob/Plate set .............. 26-27 7580  Madison/Plaza Lever/Plate set ..26-27 9695 Titan Lever/Rose set ................ 36-37 
5520 Royale Knob/Plate set .. 32-33 7585  Towne/Crescent Lever/Plate set ..34-35 9710 Cambridge Knob/Plate set ........ 10-11 
5530 Towne Knob/Plate set ....... — 24.28 7590  Towne/American Lever/Plate set..34-35 9800 Classic Knob/Plate set ...... 
5535  Towne/Monaco Lever/Plate set....34-35 7595  Towne/Titan Lever/Plate set......34-35 9920 Royale Lever/Plate set .. is 
5545  Madison/Monaco Lever/Plate set ..26-27 7600 Eclipse Knob/Rose set .............. 36-37 9945  Royale/Monaco set 
5550 Madison Lever/Plate set............ 26-27 7640 Monaco Lever/Rose set ............ 36-37 9950  Royale/Madison set .................. 
5560  Madison/Royale Lever/Plate......26-27 7650 Madison Lever/Rose set............ 36-37 9975  Royale/Crescent set .................. 
5575  Madison/Crescent Lever/Plate set..26-27 7620 Royale Lever/Rose set «96-37 BE101 Custom Lock Division 
5580 ` Madison/Plaza Lever/Plate set ....26-27 7680 Plaza Lever/Rose set ....36-37 НА113 Custom Lock Division 
5585 Towne/Crescent Lever/Plate set ..34-35 7685 Crescent Lever/Rose set .......... 36-37 LA118 Custom Lock Division 
5590 Towne/American Lever/Plate set..34-35 7690 American Lever/Rose set.......... 36-37 1134 Custom Lock Division 
5595 Towne/Titan Lever/Plate set......34-35 7695 Titan Lever/Rose set ................ 36-37 5550 Custom Lock Division .................... 
5600 Eclipse Knob/Rose set .............. 7710 Cambridge Knob/Plate set ........ 10-11 W3700 Gate Locks, Swinging .................... 
5640 Monaco Lever/Rose set............ 7800 Classic Knob/Plate set 4412-13 W3800 Gate Locks, Sliding ........................ 
5650 Madison Lever/Rose set .......... 7920 Royale Lever/Plate set 
5620 Royale Lever/Rose set ............ 7945  Royale/Monaco set 
5680 Plaza Lever/Rose set ................ 7950  Royale/Madison set 
5685 Crescent Lever/Rose set .......... 7975  Royale/Crescent set 
5690 American Lever/Rose sei 8000  Mortise Lock Handleset 38-48 
5695 Titan Lever/Rose set ........ 8410 Grand Madison Handleset.............. 42 
5710 Cambridge Knob/Plate set 8430 Grand Towne Handleset .. 46 
5800 Classic Knob/Plate set .............. 8445 Claremont Handleset .... 46 
5880 Classic/Plaza Lever/Plate set....12-13 8450 Heritage Handleset ... „41 
5885 Classic/Crescent Lever/Plate set..12-13 8510 Madison Handleset ........................ 42 
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